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PART  1. 

ANATOMICAL  AND  PHYSIOLOGICAL. 


CHAPTER  I. 


A  CRITICAL  CONSIDilRATION  OF  THE  METHODS  OF 
ANATOMICAL  RESEARCH  WITH  SPECIAL  REFER- 
ENCE TO  THE  TOPOGRAPHICAL  ANATOMY  OF  THE 
FEMALE  PELVIS. 

It  may  seem,  on  first  sight,  an  unnecessary  proceeding  to  consider 
critically  the  various  methods  of  anatomical  research.  But  although 
the  reputation  of  the  human  anatomist  for  accurate  and  painstaking 
work,  even  to  the  verge  of  unnecessary  detail,  stands  high  in  the 
profession,  it  is  a  fact,  nevertheless,  that  the  most  widely  practised 
method  of  anatomical  research  is  far  from  exact,  and  that  the  results 
gained  by  newer  and  more  careful  investigation  have  brought  out 
startling  errors  in  many  of  our  text-books.  Progress  in  medical  science 
so  much  depends  on  methods  of  investigation  (as  is  well  illustrated  by 
the  advance  of  microscopical  science  after  the  use  of  staining  reagents, 
and  of  medicine  and  surgery  by  the  application  of  the  isolation  and 
cultivation  of  micro-organisms),  that  it  seems  to  me  useful  to  direct  the 
attention  of  anatomical  teachers  and  anatomical  specialists  to  the 
subject  indicated  in  the  title  of  this  paper.  I  feel  confident  that  there 
is  a  wide  field  before  anatomists  in  the  subject  of  the  accurate  deter- 
mination of  human  topographical  anatomy,  and  that  the  practical 
branches  of  the  profession  will  profit  by  it. 

I  purpose  first  taking  iip  the  various  methods  of  naked  eye  anatomical 
investigation,  pointing  out  their  excellences  and  defects,  and,  finally, 
trying  to  display  the  topographical  relations  of  the  female  pelvic  floor 
and  pelvic  organs,  as  determined  by  a  trustworthy  anatomical  method 
or  combination  of  methods. 

The  known  methods  of  anatomical  research  are  five  in  number,  as 
follow  : — 

1.  Ordinary  Dissectional. 

2.  Dissectional  or  Sectional  after  Hardening. 

3.  Sectional  after  Freezing. 

4.  Sectional  after  Freezing,  folloived  hy  Fixation  in  Plaster  and  careful 
Dissection. 

5.  Microscopical  Sections  of  Foetuses. — This  gives  valuable  results,  both 
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for  naked  eye  and  microscopic  purposes,  but  I  defer  further  consideration 
of  it  at  present. 

1.  The  Ordinary  Dissedional  Method  must  at  present  be  considered 
in  two  aspects, — viz.,  as  a  means  of  teaching  the  student  the  ordinary 
facts  of  anatomy,  and,  above  all,  of  cultivating  his  eye  and  sense  of  touch; 
and  as  a  method  for  the  anatomist  of  ascertaining  the  facts  of  anatomy. 
Its.  first  use  is  most  valuable,  and  one  that  fits  the  student  for  the 
practice  of  his  profession  better  than  any  other  course  of  study.  It 
teaches  him  how  to  observe  and  how  to  regulate  his  muscular  action, 
and  educates  his  touch-sense,  all  in  addition  to  the  anatomical  facts  he 
learns  or  verifies.  As  a  means,  however,  of  ascertaining  anatomical 
relations  it  is  very  misleading,  owing  to  the  amount  of  displacement 
involved  in  its  practice.  All  anatomists  are  well  aware  of  this,  but  its 
most  striking  illustrations  can  be  taken  from  the  anatomy  of  the  female 
pelvis.  Thus,  in  a  well-known  anatomical  text-book  (Gray's,  seventh  ■ 
edition),  deservedly  popular  among  students,  there  are  at  least  six 
errors  in  the  drawing  of  the  sagittal  section  of  the  female  pelvis ;  and  in 
the  drawing  of  the  external  genitals,  three.  ^ 

One  other  illustration  will  help  to  show  the  defects  of  this  method. 
The  ischio-rectal  fossa  is  defined  out  in  the  dissection  of  perineum.  The 
anatomist,  however,  is  unable  to  do  more  than  learn  that  its  outer 
boundary  is  the  obturator  internus,  and  its  inner  the  levator  ani.  In 
what  proportions  these  form  the  boundaries,  what  forms  the  floor  of  the 
fossa,  and  where  and  how  its  apex  lies,  his  method  fails  to  teach  him. 
Sectional  anatomy,  however,  gives  these  precisely. 

2.  Sectional  and  Dissedional  Anatomy  after  Hardening  and  embedding 
in  Plaster  has  been  M'ell  described  by  His  of  Leipzig.  Five  to  ten  litres 
of  a  half  or  one  per  cent,  solution  of  chromic  acid  are  injected  under  a 
mercurial  pressure  of  100  to  120  mm.,  until  the  skin  and  superficial 
mucous  membranes  are  coloured  yellow.  The  trunk  is  then  embedded 
in  plaster,  so  much  sawn  away  as  is  necessary  to  expose  the  region 
wanted,  and  then  careful  dissection  or  manipulation  employed.  When 
a  region  is  thus  reached,  any  structure  likely  to  be  displaced  by  mani- 
pulation and  adjacent  structures  may  be  fixed  by  plaster  of  Paris.  The 
results  thus  attained  by  His  are  of  great  value. 

I  have  practised  this  method  in  a  modified  manner  by  hardening 
pelves  in  the  ordinary  mixture  of  Muller's  fluid  and  spirit  used  for 
microscopical  specimens,  and  found  that  good  sections  of  the  pelvic  floor 
could  be  thus  obtained. 

'  These  errors  are  as  follow : — 

(ci)  SaffiUal  section  of  female  pelvis— {I)  Dilatation  of  vagina  ;  (2)  position  of  uterus  ;  (3)  position 
of  broad  ligament ;  (4)  position  of  Fallopian  tube  ;  (5)  position  of  ovary  ;  (li)  inclination  of  pelvic 
brim  in  upright  posture  ;  (7)  length  of  vaginal  walls. 

(b)  GeniUUs—Q.)  Representation  of  labia  minora  as  mucous  membrane  ;  (2)  fourchette  placed  as 
anterior  boundary  of  fossa  navicularis  instead  of  posterior  ;  (3)  posterior  commissure  figured  as  a 
separate  structure  instead  of  being  named  fourchette. 
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3  Frozen  Sectional  Anatomy  is  now  mucli  used  in  this  country  as  a 
means  of  investigation,  and  is  probably  one  of  our  most  accurate  methods. 
The  best  sections  are  those  made  sagittally,  or  in  the  coronal  direction, 
and  the  only  objection  that  can  be  urged  is  that  the  view  of  parts 
afforded,  especially  in  transverse  sections,  is  too  limited.  This  dis- 
advantage, however,  is  quite  overcome  by  the  following  modiiication. 

4.  Sectional  Anatomy  after  Freezing,  folloioed  hy  Fixation  in  Plaster, 
Hardening  in  Spirit,  and  careful  Removal  of  Tissues  or  Structures  covering 
the  Parts  to  be  Demonstrated— The  evident  advantages  of  this  are  that 
a  slab  of  any  thickness  or  of  any  special  part  can  be  sawn,  accurately 
fixed  in  plaster,  with  one  surface  free  of  course,  traced,  and  then,  when 
hardened  in  spirit  and  washed,  dissected  carefully  with  a  minimum  of 
displacement. 

The  application  of  this  last  method  to  the  determination  of  the  topo- 
graphical anatomy  of  the  female  pelvis  will  now  be  considered.  While 
much  important  information  as  to  this  has  been  collected  by  the  clinical 
work  of  Schultze,  Foster,  Van  de  Warker,  Ranney,  and  others,  its 
accuracy  has  always  seemed  to  me  open  to  doubt.  In  the  first  place,  the 
bimanual  method  of  investigation  necessarily  displaces  the  organs  before 
they  are  fairly  grasped  and  defined  by  the  examining  hands.  Then  the 
pelvic  brim  and  outlet  are  dif&cult  to  define,  and  thus  errors  creep  in  in 
the  delineation.  A  more  serious  objection  is,  that  the  anatomy  of  the 
pelvic  floor  cannot  be  so  determined,  is  usually  erroneously  figured  in 
pelvic  sections  clinically  determined,  and  thus  gives  rise  to  fresh  errors. 

The  method  for  the  determination  of  the  topography  of  the  female 
pelvis  I  recommend  is  as  follows  : — The  cadaver  of  a  healthy  adult 
woman  is  taken  as  a  basis  for  the  investigation.  The  pelvis  must  be 
free  from  cellulitis  and  peritonitis,  and  with  the  bladder  and  rectum 
naturally  empty. 

All  these  points  will  be  readily  granted  except  the  last.  It  is  usual 
to  consider  a  moderate  distension  of  the  bladder  and  rectum  as  necessary 
to  render  the  pelvis  normal.  Hasse,  in  his  investigation,  injected  the 
bladder  with  water;  and  His  injected  the  rectum.  Now  this  has  always 
seemed  to  me  wrong.  In  the  first  place,  it  is  an  artificial  disturbance  of 
the  body.  There  is  no  evidence  that  artificial  distension  of  the  rectum 
with  fluid  is  the  same  as  its  natural  distended  condition.  Then,  further, 
the  results  obtained  on  such  cadavera  canuot  be  compared  with  clinical 
work  where  the  bowel  and  bladder  must  be  empty  for  proper  investiga- 
tion. The  ridiculous  custom  of  distending  the  bladder  fully  before 
freezing,  so  as  to  get  a  normal  (?)  condition  of  parts,  need  only  be 
mentioned  to  be  condemned. 

I  was  lately  fortunate  enough  to  obtain  a  cadaver  fulfilling  the 
conditions  already  laid  down.  When  frozen,  it  was  first  sawn  in  the 
middle  line.     It  could  then  be  seen  that,  while  the  uterus  lay  ante- 
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verted,  it  was  at  the  same  time  lying  towards  the  left  side,  and  was 
consequently  cut  a  little  to  the  inside  of  its  junction  with  the  broad  liga- 
ment. A  lateral  sagittal  section  was  then  made,  so  as  to  cut  the  uterus 
mesially.  Each  slab  was  fixed  in  plaster  and  then  hardened  in  spirit. 
AVhen  hardened,  the  small  intestines  were  carefully  lifted  out  of  the 
fornices,  and  then  the  ovaries  and  Fallopian  tubes  exposed  in  situ. 

Fig.  A  in  the  Plate  shows  a  careful  drawing  made  after  the  slabs  had 
been  placed  in  apposition. 

The  points  to  be  noted  specially  are  as  follow  : — 

In  regard  to  the  2^elviG  floor :  the  parallelism  of  the  vagina,  urethra, 
and  part  of  the  rectum  behind  the  vagina,  to  the  conjugate  of  the  brim, 
and  the  shape  of  the  empty  bladder,  as  well  as  the  length  and  direction 
of  the  anus,  are  well  seen. 

In  regard  to  the  litems :  it  has  to  be  specially  noted  that  its  cavity  is 
not  opened  into  owing  to  its  left-sided  deviation.  This,  however,  is 
normal,  as  the  uterus  is  seldom  mesial. 

The  uterus  lies  within  the  normal  range  of  position,  while  the 
Fallopian  tube  on  the  left  side  runs  out  horizontally,  then  vertically, 
when  it  turns  almost  at  a  right  angle  to  touch  the  ovary.  Probably 
this  last  arrangement  is  uncommon,  as  His  found  the  ovary  lying  in  a 
curve  or  bend  of  the  Fallopian  tube  usually  (y.  B  in  Plate  I.). 

In  regard  to  the  ovary :  it  lies  on  this  side  of  the  pelvis  with  its  long 
axis  nearly  vertical.  When  the  uterus  is  central,  this  holds  good  for 
both  ovaries,  but  usually  the  lateral  position  of  the  uterus  only  allows 
of  the  ovary  of  the  side  towards  which  the  deviation  is,  having  this 
direction,  the  other  ovary  necessarily  lying  with  its  long  axis  oblique. 

Plate  I.  gives  a  view  of  the  pelvic  floor  and  uterus  with  its  annexa 
more  perfect  than  any  I  have  hitherto  seen.  On  some  points,  however, 
it  varies  from  the  normal.  These  are — (1)  as  to  the  dip  of  peritoneum, 
behind  the  posterior  vaginal  wall ;  (2)  the  relation  of  the  ampulla  of  tlie 
Fallopian  tube  to  the  ovary.  Probably  the  arrangement  figured  by  His, 
and  shown  at  B,  is  more  normal. 

Plate.  1.— A.  Saciittal  mesial  section  of  female  pelvis:  u,  uterus;  0,  ovary;  F,  Fallopian  tube; 
i  p,  infundibulo-pelvic  ligament ;  v  u  p,  vesico-uterine  pouch ;  B,  bladder ;  urth,  urethra ; 
V,  vagina  ;  P,  perineal  body  ;  I  mi,  labium  minus  turned  back.  B.  Uterus  and  ovaries  seen  through 
brim  (His). 

The  following  Note  on  the  naked-eye  anatomy  op  the  female 
EXTERNAL  GENITALS  is  appended  here  : — The  point  I  wish  to  clear  \ip  is 
easily  understood.  In  the  anatomical  descriptions  of  the  external  genitals, 
the  fourchette  and  labia  minora  are  stated  to  be  mucous  membrane. 
Anatomists  have  described  them  thus,  in  error,  owing  to  the  fact  that 
the  external  genitals  in  the  cadaver  soon  get  altered,  and  have  a  mis- 
leading appearance  to  the  naked  eye.  In  the  living  female,  however, 
it  can  be  readily  seen  that  the  fourchette  is  skin  and  that  the  labia 
minora  are  also  skin.     If  I  am  asked  on  what  I  base  this  statement,  I 
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POSITION  OF  UTERUS  AND  OVARIES. 
Fio.  1.  Sagittal  Mesial  Section  of  Pelvis  (Hart). 
Via.  2.  Fundus  Uteri  and  Ovaries— Seen  through  the  Pelvic  Bi 


I 


ANATOMY  OF  LABIA  MINORA. 


5 


reply  that  to  the  naked  eye  these  structures  have  the  appearance  of  skin; 
and,  further,  that  the  line  of  separation  between  skin  and  mucous 
membrane  can  be  clearly  seen  not  to  include  them.  Hilton  has  already 
noted  that  at  the  anal  aperture  the  line  of  separation  between  skin  and 
mucous  membrane  is  perfectly  distinct,  and  he  terms  it  the  white  line. 
This  line  is  of  great  importance  in  determining  the  fact  as  to  whether 
piles  are  external  or  internal.  If  the  external  genitals  be  looked  at 
carefully,  we  can  trace  the  line  of  demarcation  between  skin  and  mucons 
membrane  as  running  along  the  base  of  the  inner  aspect  of  each  labium 
minus,  and  passing  into  the  fossa  navicularis,  separating  its  skin 
boundary,  the  fourchette,  from  the  mucous  membrane  over  the  hymen. 
While  Garriguez  has  drawn  attention  to  the  error  in  the  statement 
that  the  fourchette  is  mucous  membrane,  no  one,  so  far  as  I  am  aware, 
has  pointed  out  the  true  structure  of  the  labia  minora.  Turner,  however, 
has  described  them  as  muco-cutaneous.  The  exact  relation  of  the 
external  genitals  to  one  another  is  of  interest.  The  labia  majora  have 
their  inner  surfaces  in  contact,  whatever  posture  a  woman  may  assume. 
The  labia  minora  are  also  in  contact,  and  the  fossa  navicularis  is  arti- 
ficially made  when  the  fourchette  is  pulled  back.  This  exact  apposition 
of  the  external  genitals  has,  of  course,  a  protecting  influence  on  the 
sensitive  organs. 


CHAPTER  II. 


THE  NATURE  AND  AIM  OF  INVESTIGATIONS  ON  THE 
STRUCTURAL  ANATOMY  OF  THE  FEMALE  PELVIC 
FLOOR— THE  GENU-PECTORAL  POSTURE. 

For  some  years  past  I  have  published  various  communications  on  what 
I  termed  the  structural  anatomy  of  the  female  pelvic  floor.  At  present 
I  wish  to  define  the  scope  of  these  researches,  to  consider  some  criticisms 
advanced  by  others,  and  to  indicate  whether  or  not  the  opinions 
advanced  have  been  modified  by  fresh  facts. 

This  subject  will  best  be  considered  under  the  following  heads  : — 

I.      The  Aim  of  Structural  Anatomy. 

n.    The  Methods  of  Investigation  necessary. 

III.  The  Result  attained  hy  it. 

I.  The  Aim  of  Structural  Anatomy. — This  necessitates,  in  the  first 
place,  a  definition  of  what  we  mean  by  the  term  "Pelvic  Floor."  As 
the  structural  anatomy  has  its  special  bearing  on  the  functions  of  the 
pelvic  floor,  it  is  to  be  defined  so  as  to  satisfy  clinical  and  not  dissectional 
requirements.  The  abdominal  cavity  has  its  inner  aspect  defined  by 
peritoneum,  and  therefore  I  would  define  the  upper  aspect  of  the 
clinical  pelvic  floor  by  the  peritoneum  covering  it,  the  uterus  and 
appendages  being  removed  of  course.  For  similar  clinical  reasons  the 
skin  of  the  genitals  and  parts  adjacent  define  its  outer  aspect.  This 
gives  the  pelvic  floor  the  obstetrician  has  to  deal  with. 

The  aim  of  structural  anatomy  is  to  study  the  mechanism  of  this 
pelvic  floor,  so  as  to  understand  the  changes  taking  place  in  it  during 
labour  and  the  alterations  brought  about  in  it  by  excessive  intra- 
abdominal pressure.  Its  main  object  is,  therefore,  to  study  the 
mechanism  of  parturition  and  prolapsus  uteri,  although  the  functions 
of  the  bladder  and  rectum  also  come  up  for  consideration. 

II.  The  Methods  of  Investigation  necessary.— In  no  subject  is  it  more 
necessary  to  have  definite  ideas  as  to  methods.  Inasmuch  as  structural 
anatomy  is  the  anatomy  of  living  function,  the  relation  of  parts  must 
be  studied  in  the  simplest  manner  possible.  Thus  I  have  always  used 
the  following  methods.  A  fresh  pelvis  is  frozen  and  sawn  in  definite 
directions.    The  direction  of  a  section,  so  far  as  the  structure  of  the 
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Vesico-uterine  dip  of  peritoneum  and  bladder  at  end  of  pregnancy. 


Posterior  vaginal  wall  at  end  of  pregnancy. 


Posterior  vaginal  wall  during  early  labour. 


'Parturiimt  section 


\V..V  A.K-.Ioliiiolon.lifiiubul'gh.  h  Loudoro. 


STR  UCTURA  L  A  NA  TOM  Y. 


7 


pelvic  floor  is  concerned,  is  of  importance.  The  main  directions  mnst 
be  sao-ittal  mesial,  sagittal  lateral,  and  axial  coronal.  The  most  important 
are  the  axial  coronal,  inasmuch  as  intra-abdominal  pressure  acts  in  the 
axis  of  the  pelvic  inlet,  and  as  the  vagina  and  urethra  are  at  right  angles 
to  it  we  get  the  proper  thickness  of  tissue.  Any  obliquity  of  the  section 
to  the  pelvic  axis  leads  to  error  in  estimating  the  relative  thicknesses. 

When  the  sections  are  made  and  drawn,  the  next  thing  is  the 
examination.  This  must  be  limited  to  mere  fingering,  so  that  the 
lines  of  loose  tissue  may  be  recognised.  It  is  often  helpful  to  place  the 
sections  under  a  water-tap,  so  as  to  render  these  lines  more  evident. 
In  doubtful  points  microscopic  examinations  should  be  made.  The 
ordinary  dissectional  method  is  to  be  avoided,  as  loose  tissue  is  cut 
away,  the  relations  disturbed,  and  lines  of  cleavage  artificially  made. 
Of  course  dissection  has  its  uses  afterwards. 

III.  The  Results  attamed  hy  In  the  female  pelvic  floor  I  described, 
in  sagittal  mesial  section,  a  division  into  pubic  and  sacral  segments,  the 
line  of  junction  being  the  vagina.  The  pubic  segment  was  described  as 
mobile,  and  made  up  of  loose  tissue,  thus  being  in  direct  contrast  to  the 
firm  sacral  segment.  The  mobility  of  the  pubic  segment  is  due  chiefly 
to  its  loose  attachment  to  the  pubis,  where  the  retro-pubic  fat  lies. 
This  mobility  is  so  marked  that  we  get  the  pnbic  segment  displaced 
(1)  even  in  the  genu-pectoral  posture;  (2)  more  markedly  displaced 
during  labour,  when  it  is  in  part  drawn  up ;  and  (3)  most  markedly  of 
all  in  prolapsus  uteri. 

The  important  displacement  is  the  second  one.  I  first  drew  attention 
to  it  in  Braune's  section,  and  since  then  it  has  been  found  well  marked 
in  others,  viz.,  Chiara's,  Chiari's,  Saexinger's.  In  those  of  Schroeder 
and  Barbour  the  labour  was  too  slightly  advanced  for  its  production. 
Clinically  it  is  easily  recognised,  and  has  been  confirmed  by  Groom, 
Barbour,  and  many  others.  In  Braune's  section  it  was  associated  with 
marked  thickening  of  the  anterior  uterine  wall,  probably  because  the 
woman  died  during  a  pain.  In  none  other  is  the  thickening  shown,  but 
this  agrees  with  the  facts  as  to  the  bladder  brought  out  by  me ;  in  some 
the  bladder  is  relaxed,  in  others  contracted. 

In  considering  the  changes  in  the  pelvic  floor  segments  produced  by 
the  birth  of  the  child  at  full  time,  I  stated  in  1880  that  the  pubic 
segment  was  drawn  up  "partly  above  the  brim"  (p.  15,  Structural 
Anatomy,  1880),  that  this  drawing  up  was  "chiefly  in  the  middle  line" 
(p.  16,  ibid.),  and  also  that  the  bladder  was  above  the  symphysis,  even 
in  the  first  stage  of  labour.  From  the  statement  in  one  of  my  papers, 
that  "only  the  part  of  the  bladder  above  the  pubis  is  available  for  the 
reception  of  urine,"  it  will  be  seen  that  I  believed  that  the  entire 
bladder  might  not  be  abdominal.  These  results  were  based  on  an 
examination  of  Braune's  sagittal  mesial  section  of  a  woman  who  died  at 
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the  end  of  pregnancy,  anotlier  wliere  the  labour  liad  advanced  to  the 
end  of  the  first  stage,  and  also  on  Chiara's  figure  of  a  case  of  deatli 
during  spontaneons  evolution  of  the  foetus.  Shjce  that  time  several 
sections,  both  of  pregnant  and  parturient  women,' have  been  issued,  and 
we  have,  in  addition,  more  sections  of  the  pelvis  of  the  non-gravid. 
There  is  thus  abundance  of  fresh  material  for  considering  the  whole 
question  once  more,  and  testing  whether  the  statements  made  in  my 
thesis  are  still  borne  out.  To  settle  this  question  anatomically  we  have 
to  consider — 

A.  The  Relation  of  the  Vagina  to  the  Conjugate  in  the  Non-Gravid  and 
Gravid  Woman. 

B.  The  Relation  of  the  Os  Internum  Uteri  and  Loiver  Uterine  Segment 
to  the  Conjugate  in  the  Gravid  and  Purturient  Woman. 

C.  The  Action  of  the  Retracting  Uterine  Muscle  on  the  Pelvic  Floor 
Segments. 

A.  The  Relation  of  the  Vagina  to  the  Conjugate  in  the  Non-Gravid  and 
Gravid  Woman. — The  vaginal  axis  in  sagittal  mesial  section  is  the  most 
convenient  topographical  line  to  select,  as  it  is  always  cut  on  section,  is 
the  boundary  line  of  the  pubic  and  sacral  segments,  and  has  a  perfectly 
definite  relation  to  the  conjugate.  In  the  non-gravid  pelvis  it  will  be 
found  that  the  vaginal  slit  in  sagittal  mesial  section  lies  parallel  to  the 
conjugate  and  2^-3  inches  below  it.  This  distance  is  easily  determined 
by  joining  the  conjugate  and  vaginal  parallels  by  perpendiculars.  In 
the  sections  of  gravid  women  at  full  time  (Braune's,  Winter's)  the  same 
facts  hold  good,  except  that  the  vagina  lies  on  an  average  of  3  to  4 
inches  below  the  conjugate. 

The  important  fact  now  to  be  noted  is  that  in  a  parturient  section 
the  vaginal  axis  of  the  end  of  pregnancy  can  be  approximately  deter- 
mined by  drawing  a  parallel  to  the  conjugate  3^  inches  below  it. 
This  enables  one  to  see  the  changes  in  the  segments  induced  by 
labour. 

B.  The  Relation  of  the  Os  Internum  Uteri  and  Lower  Uterine  Segment  to 
the  Conjugate  in  the  Gravid  and  Parturient  Woman. — In  the  sections  of 
Braune,  Waldeyer,  and  Winter,  the  os  internum  is  below  the  conjugate. 
This  is  best  seen  in  Waldeyer's  section,  where,  however,  a  fracture  of  the 
pelvis  has  elevated  the  parts  somewhat.  If  we  take  the  length  of  the 
lower  uterine  segment  as  2  inches,  we  find  further  that  the  upper 
boundary  of  the  lower  uterine  segment  is  also  below  the  conjugate.  It 
may  therefore  be  broadly  stated  that  at  the  end  of  pregnancy  the  lower 
uterine  segment,  os  internum,  cervical  canal,  and  pubic  segment  are 
pelvic,  i.e.,  there  is  no  projection  of  these  above  the  conjugate. 

If,  now,  we  take  the  parturient  sections  of  Braune,  Chiari,  Chiara, 
and  draw  on  them  the  approximate  vaginal  axis  at  the  end  of  the  pi'eg- 
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nancy,  we  find  that  the  pubic  segment  is  above  its  level,  the  sacral 
seo-meut  below.  This  is  marked  in  Braune's  section,  more  marked  in 
Chiari's,  and  most  of  all  in  Chiara's. 

But  a  further  point  to  be  noted  is  as  follows.  The  upper  boundary 
of  the  distended  lower  uterine  segment  is  the  retraction  ring,  otherwise 
known  as  contraction  ring.  If  we  look  at  the  canalised  lower  uterine 
segment  and  cervix  in  the  three  parturient  sections  already  quoted,  we 
find  the  ring  at  the  level  of  the  promontory  behind,  but  2  inches 
above  the  symphysis  in  front.  The  vertical  diameter  between  retraction 
rino-  and  os  externum  is  the  same  behind  as  in  front,  so  that  it  is  evident 
the  higher  portion  in  front  is  due  to  the  higher  position  of  the  pubic 
segment.  This  displacement  is  given  in  detail  in  Braune's  section, 
where  we  find  bladder,  peritoneum,  and  retro-pubic  fat  all  higher. 
Braune's  drawing  is  so  accurate  that  there  can  be  no  doubt  to  any  eye 
accustomed  to  such  work;  while  Chiari's  section  also  shows  the  peri- 
toneum off  the  distended  and  high  bladder.  In  Chiara's  section  only 
a  small  portion  of  the  bladder  is  not  in  the  abdomen. 

While  the  higher  positions  of  the  pubic  segment  during  labour 
cannot  be  denied,  it  has  been  urged  that  it  is  only  the  bladder  that  is 
high,  and  that  further  the  bladder  may  be  regarded  as  pushed  up,  not 
drawn  up.  As  a  mere  matter  of  observation,  however,  it  is  not  only 
the  bladder  but  the  pubic  segment  that  is  drawn  on.  .  Indeed  tbe 
longitudinal  uterine  muscle  directly  passes  to  the  cervix,  and  the  cervix 
to  the  vaginal  walls,  which  bound  and  form  part  of  the  segments. 
Traction  on  them  is  therefore  direct,  and  the  bladder  is  only  indirectly 
drawn  up  by  its  attachment  to  the  cervix  and  that  of  the  urethra  to  the 
anterior  vaginal  wall. 

That  the  pubic  segment,  however,  is  drawn  up  and  not  pushed  up  is 
evident  when  we  come  to  consider — 

C.  The  Action  of  the  Retracting  Uterine  Muscle  on  th.e  Pelvic  Floor 
Segments. — Under  this  part  I  wish  briefly  to  consider  the  method  of 
action  of  the  uterine  muscle  during  labour  as  well  as  notice  some 
sections  of  early  labour  not  yet  alluded  to. 

The  dilatation  of  lower  uterine  segment,  cervical  canal,  and  pelvic 
floor  is  accomplished  by  the  upward  tension  exercised  by  the  longi- 
tudinal bundles  of  muscle  during  retraction  and  the  dilating  power  of 
the  foetus.  It  is  important  to  note  that  the  round  ligaments  and  utero- 
sacral  folds  at  any  rate,  into  which  longitudinal  bundles  pass,  give,  as 
it  were,  external  fixed  points  for  uterine  action.  During  the  pain  these 
external  points  seem  to  steady  the  uterus,  and  allow  of  the  drawing  up 
by  the  special  bundles  passing  to  the  cervix.  In  the  early  stages  of 
labour,  before  full  dilatation  can  occur,  the  pelvic  floor  is  depressed  or 
bulged  down,  as  Schroeder  and  Barbour's  sections  show.  When,  how- 
ever, complete  canalisation  has  taken  place,  the  upward  tension  of  uterine 
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retraction  pulls  up  the  pubic  segment  and  gives  it  the  higher  position 
already  pointed  out.  Were  it  not,  indeed,  for  the  upward  tension 
exercised  by  the  uterine  muscle  there  would  be  for  a  certainty  depression 
and  eversion  of  the  pubic  segment  before  the  advancing  head.  I  see, 
therefore,  in  all  recent  sections  abundant  confirmation  of  the  facts 
already  given  in  my  thesis  of  1880,  and  I  maintain  still  that  the  pubic 
segment,  in  which  I  of  course  include  the  bladder,  is  drawn  up  in  part 
into  the  abdomen  during  labour ;  that  this  is  most  marked  in  the 
second  stage  of  labour ;  that  even  in  the  early  part  of  the  first  stage  the 
bladder  is  drawn  up  as  the  dilatation  of  the  lower  uterine  segment 
begins  (Saexinger's  section). 

In  sagittal  mesial  section  a  very  important  line  of  loose  tissue  lies 
between  posterior  vaginal  wall  and  anterior  rectal  one.  It  is  here  that 
the  posterior  boundary  of  displacement  in  prolapsus  uteri  lies.  To 
investigate  this  subject  more  fully  I  made  axial  coronal  sections,  and  in 
this  way  gained  fuller  information.  I  found  loose  tissue  separating  the 
pelvic  fascia  from  the  organs  within  it,  viz. — bladder,  vagina,  and 
anterior  wall  of  rectum.  As  the  drawing  up  of  the  pubic  segment  was 
a  displacement  of  only  part  of  this  portion  lying  within  the  pelvic  fascia, 
I  considered  it  advisable  to  add  to  the  nomenclature  by  using  the  terms 
"entire  displaceable"  and  "entire  fixed"  segments.  The  entire  displace- 
able  segment  is  the  bladder  and  urethra  with  the  vaginal  walls.  The 
entire  fixed  portion  comprises  the  tissues  lying  beyond  the  pelvic  fascia. 
This  is  a  terminology  highly  useful,  as  it  puts  the  matter  of  so-called 
prolapsus  uteri  thus, — "  Prolapsiis  uteri  is  a  displacement  of  the  '  entire 
diplaceable'  portion  past  the  'entire  fixed'  portion." 

The  "  entire  fixed  "  portion  coincides  exactly  with  the  pelvic  floor  of 
some  anatomists.  In  the  axial  coronal  sections  one  can  see  the  loose 
side-relations  of  the  pubic  segment,  and  also  how,  beneath  the  pubic 
arch,  it  is  fixed  by  fascia  and  muscles.  This  fixation  I  also  found  in 
microscopical  sections. 


THE  CLINICAL  FEATURES,  ANATOMY,  AND  USES 
OF  THE  GENU-PECTORAL  POSTURE. 

The  contour  of  the  anterior  abdominal  and  pelvic  surface  of  the  nude 
female  varies  according  to  the  posture  she  assumes  :  when  erect,  the 
curve  of  the  pelvic  floor  is  markedly  convex ;  and  there  is  a  slight  bulge 
of  the  viscera  just  above  the  symphysis  (even  in  the  most  spare  woman), 
and  a  lessening  of  the  antero-posterior  diameter  at  the  sternum.  As  a 
general  rule,  it  may  be  stated  that,  whatever  posture  a  woman  may 
assume,  the  abdominal  viscera  will  biilge  at  their  lowest  point  with 
compensatory  and  equivalent  shrinking  elsewhere.  Under  no  cn-cuni- 
stances  have  we  ever  a  vacuum  in  the  abdominal  and  pelvic  cavities,  so 
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that  all  the  changes  in  the  contour  are  just  the  same  as  one  would  get 
from  a  homogeneous  plastic  fluid  of  the  average  specific  gravity  of  the 
abdominal  and  pelvic  viscera.  If  a  woman  then  be  placed  in  the  posture 
known  as  the  genu-pectoral,  and  the  contour  of  the  pelvic  floor  and 
anterior  abdominal  surface  noted,  it  will  be  seen  that  the  antero- 
posterior diameter  of  the  abdomen  is  increased  near  the  sternum  and 
diminished  just  above  the  pubis  ;  that  the  iliac  fossse  are  more  hollowed, 
and  the  pelvic  floor,  chiefly  in  the  middle  line,  furrowed  and  flattened. 

The  labia  majora  and  minora  are  still  in  contact  and  no  further 
change  takes  place  when  they  are  held  apart  and  the  fourchette  lifted 
up.  It  is  only  when  the  hymeneal  orifice,  the  anatomical  entrance  to 
the  vagina,  is  opened  that  we  find  the  vagina  becoming  a  large  cavity. 
The  distention  of  the  vagina  with  air  is  not,  however,  the  only  change 
following  the  opening  up  of  the  vaginal  orifice  proper.  Coincident  with 
it  we  get  an  increase  in  the  antero-posterior  diameter  of  the  abdomen  at 


Fig.  1. 

Diagram  based  on  Frozen  Section  and  Silhouette  Tracings  of  Nude  Female  in 

Genu-pectoral  Posture. 
The  dotted  lines  show  the  contour  of  the  pelvic  floor  and  anterior  abdominal  surface  when  the 
vagina  is  undilated ;  the  plain  line,  when  vagina  is  dilated  {Simpson  and  Hart). 

its  sternal  end  and  a  coequal  lessening  of  the  same  just  above  the  pubis. 
The  anterior  vaginal  wall,  lengthened,  will  be  found  to  follow  more  or 
less  the  contour  of  the  posterior  aspect  of  the  symphysis  pubis ;  the 
posterior,  also  lengthened,  the  curve  of  the  sacrum,  both  thus  diverging 
markedly  from  the  line  parallel  to  the  axis  of  the  brim  which  is  the 
direction  of  the  vagina  (leaving  out  of  consideration  its  upper  part)  in 
the  undilated  and  normal  condition. 

So  far  the  work  of  observation  is  easy.  The  difiicult  point  is  to  find 
out  the  exact  changes  in  the  position  of  the  uterus  when  a  patient 
assumes  the  genu-pectoral  posture  and  the  vaginal  orifice  is  opened. 

In  the  first  place,  when  the  uterus  is  normal  in  position  to 
begin  with,  i.e.,  lying  ante  verted  in  a  line  somewhere  between 
the  axis  of  the   brim  and  a  parallel  to  the  horizon,  it  becomes 
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more  anteverted  when  the  woman  is  in  tlie  geuu-pectoi'al  posture, 
passing  clown  as  a  whole  toward  the  thoracic  diaphragm  and  up 
nearer  the  sacrum.  Probably  the  cervix  moves  over  a  greater  space, 
but  on  this  point  I  am  unwilling  to  dogmatise.  The  uterus  is  certainly 
farther  from  the  vaginal  orifice.  The  finger  passed  into  the  vagina 
touches  the  cervix  therefore  with  greater  difficulty.  The  most  important 
fact,  however,  is  in  regard  to  the  changes  in  position  of  the  retroverted 
uterus  when  a  woman  assumes  the  genu-pectoral  posture  and  the 
vagina  is  dilated.  It  will  be  found  to  have  passed  farther  from  the 
vaginal  orifice  and  nearer  the  sacrum.  The  cervix  has  certainly  moved 
Over  a  greater  space  than  the  fundus,  so  that  the  uterus  as  a  whole 
appears  more  retroverted.  Now,  nothing  is  more  often  reiterated  than 
that  the  retroverted  uterus  becomes  anteverted  when  the  patient  assumes 
the  genu-pectoral  posture  and  the  vaginal  orifice  is  dilated.  This  I 
believe  is  never  the  case.  The  fundus  may  not  be"  felt  by  the  vaginal 
fingers,  but  a  careful  bimanual  will  show  that  it  is  still  retroverted,  and 
probably  to  one  side  of  the  sacrum.  The  bimanual  is  very  easily 
performed  when  the  patient  is  in  the  genu-pectoral  posture,  as  the 
.abdominal  walls  are  in  no  way  tense.  Now,  I  am  aware  that  many 
eminent  gynecologists  hold  that  spontaneous  replacement  of  the  retro- 
verted uterus  does  occur  in  the  genu-pectoral  posture  when  the  vaginal 
orifice  is  opened  to  admit  air.  I  can  say,  however,  that  I  have  never 
seen  such  a  result  in  any  case,  nor  do  I  believe  it  possible. 

Any  one  can  note  this  in  a  case,  say,  of  retroversion  of  the  three 
months'  gravid  uterus.  When  the  patient  is  in  the  dorsal  postm-e,  the 
bulge  of  the  displaced  uterus  can  be  easily  felt.  On  vaginal  examina- 
tion, when  the  patient  assumes  the  genu-pectoral  posture  and  the  vaginal 
orifice  is  opened,  the  bladder  passes  down  with  the  intestines,  carrying 
the  cervix  with  it.  The  heavy  fundus  lags  behind,  and  passing  nearer 
the  sacrum  gets  jammed  and  does  not  replace  because  the  vertical  from 
its  centre  of  gravity  falls  on  the  perineal  side  of  the  transverse  line 
round  which  it  rotates  when  it  reijlaces.  But,  it  may  be  urged,  the 
vagina  is  not  fully  distended  with  air  and  therefore  the  uterus  does  not 
replace.  If  a  Sims  speculum  be  introduced  and  the  posterior  vaginal 
wall  hooked  forcibly  up,  then  the  fundus  will  pass  to  the  front  and  the 
vagina  be  found  fully  distended  with  air.  Quite  true.  But  the  air 
distention  is  the  result  of  the  fundus  swinging  down,  and  not  the  cause. 
By  introducing  the  Sims  speculum  fully,  and  hooking  up  the  posterior 
vaginal  wall  forcibly,  two  things  are  done.  First,  the  uterus  is  pushed  on, 
and  by  the  tension  of  the  posterior  vaginal  wall  the  cervix  pulled  towards 
the  perineum.  This  causes  the  vertical  from  the  centre  of  gravity  to 
fall  on  the  intestinal  side  of  the  transverse  line  of  rotation,  and  therefore 
the  fundus  drops  down  so  as  to  lie  over  the  bladder.  In  a  case  recorded 
by  Munde,  of  New  York,  the  retroverted  gravid  uterus  was  replaced  by 
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making  the  patient  assume  the  genu-pectoral  posture  and  hooking  the 
perineum  forcibly  up  with  Sims'  speculum.  There  is  no  doubt  but  that 
Dr  Munde  replaced  the  uterus  so.  The  point  to  determine  is  what  were 
the  foctors  of  the  replacement.  I  would  urge  that  Munde,  by  passing 
in  the  Sims  speculum  and  hooking  up  the  posterior  vaginal  wall,  pushed 
the  uterus  forward,  and  that  it  then  gravitated  down  by  its  own  weight. 
The  vagina  became  fully  distended  as  the  result  of  this. 

Complete  replacement  of  the  retro  verted  uterus  can  only  be  obtained 
when,  in  addition  to  the  genu-pectoral  posture  and  opening  of  the 
vaginal  orifice,  pressure  on  the  uterus  through  the  rectum,  or  distending 
the  rectum  with  air  or  water,  or  bringing  down  the  uterus  towards  the 
vaginal  orifice  with  a  volsella  are  employed. 

To  sum  up,  the  clinical  features  of  the  genu-pectoral  posture  are  : — 

a.  Before  the  vaginal  orifice  is  opened. 

1.  Increase  of  visceral  bulge  at  sternum,  decrease  just  above  pubis, 
and  diminished  pelvic  floor  projection, 

b.  After  vaginal  orifice  is  opened. 

1 .  Distention  of  vagina  with  air. 

2.  Slight  increase  of  visceral  bulge  at  sternum  and  diminution  above 
pubis. 

The  uterus,  when  normal  in  position,  alters  its  position  in  a  way  not 
quite  made  out.    The  retroverted  uterus  does  not  replace. 

In  order  to  understand  the  anatomy  of  the  genu-pectoral  posture, 
some  preliminary  matter  must  be  lightly  sketched. 

If  a  vertical  mesial  section  of  the  female  pelvic  floor  be  studied,  it 
will  be  seen  that  the  pelvic  outlet  is  filled  up  by  a  thick  fleshy  layer — 
the  pelvic  diaphragm.  Running  through  it  parallel  to  the  pelvic  brim 
from  skin  to  peritoneum  is  the  vagina — a  mere  slit  as  thus  shown.  A 
convenient  nomenclature  is  to  consider  this  pelvic  floor  as  made  up  of 
two  segments,  a  pubic  and  sacral  one.  These  are  easily  defined.  The 
pubic  one  is  attached  to  the  pubis  and  ends  posteriorly  with  the  anterior 
vaginal  wall.  The  sacral  segment  is  dovetailed  into  the  sacrum  and 
ends  anteriorly  with  the  posterior  vaginal  wall.  (Plate  I.)  Let  us 
now  briefly  contrast  these  two  segments.  It  is  evident  that  the  pubic 
segment  is  loosely  attached  to  the  pubis.  The  anterior  wall  of  the 
bladder  and  urethra  meet  each  other  at  a  right  angle,  so  that  we  get  the 
space  between  these  and  the  symphysis  pubis  filled  up  with  a  large 
amount  of  loose  fat  —  the  retropubic  fat.  Consequently  the  pubic 
segment  can  revolve  round  the  symphysis  as  a  fixed  point.  The  sacral 
segment  on  the  other  hand  is  firmly  dovetailed  into  the  sacrum  and 
coccyx. 

If  we  examine  the  relation  of  the  pubic  segment  to  the  pubis,  we  shall 
find  that  in  the  ordinary  erect  posture  the  empty  bladder  is  behind  and 
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below  the  pubis,  that  the  urethra  and  anterior  bladder  wall  meet  each 
other  at  about  a  right  angle,  that  the  fat  in  front  of  the  bladder  is 
retropubic,  and  that  the  peritoneum  passes  fi'om  the  anterior  abdominal 
wall  on  to  the  bladder  fundus  at  the  level  of  the  top  of  the  symphysis 
pubis.  (See  PI.  I.)  The  retropubic  fat  is  in  its  shape  and  position  a 
rough  index  to  the  position  of  the  pubic  segment.  If  the  whole  pelvic 
floor  be  bulged  farther  down,  as  it  is  at  the  end  of  pregnancy,  the 
retropubic  fat  is  low  down  below  the  subpiibic  ligament ;  when  the 


Fig.  2. 

Reduced  from  Simpson  and  Haif  s  Frozen  Section  of  Genu-pectoral  Cadaver  (pelvis  shown  only). 

bladder  is  drawn  up  in  parturition,  the  fat  is  above  the  symphysis 
Thus  I  was  led  theoretically  to  anticipate  what  Dr  Simpson  and  I 
actually  found  in  a  section  of  a  cadaver  frozen  in  the  genu-pectoral 

posture.  , 

There  the  bladder  proper  is  above  the  pubis  ;  the  peritoneum  passes 
from  the  anterior  abdominal  wall  on  to  the  fundus  of  the  bladder  more 
than  an  inch  above  the  top  of  the  symphysis  pubis,  the  retropubic  fat  is 
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partially  above  the  pubis,  and  the  anterior  bladder  wall  and  urethra  are 
almost  in  the  same  straight  line.  (Fig.  2.)  It  is  evident,  then,  that  in 
the  genu-pectoral  posture,  when  the  hymeneal  orifice  is  stretched,  the 
pubic  segment  passes  down  with  the  viscera,  the  sacral  segment  remains 
behind.  In  this  way  we  get  the  vagina  dilated.  Now  what  are  the 
factors  producing  this  curious  change  1  Briefly  they  may  be  summed 
up  as  follows  : — 

When  the  patient  turns  on  her  knees  and  droops  her  head  and  chest, 
the  viscera  bulge  at  their  lowest  part,  owing  to  gravitation  acting  on  a 
plastic  mass.  The  sternal  bulge  is  compensated  for  by  the  flattening  of 
tlie  pelvic  floor  and  the  diminution  of  the  pubic  antero-posterior  diameter. 
Dilatation  of  the  vaginal  orifice  admits  air,  makes  the  pressure  on  the 
skin  and  vaginal  aspects  of  the  sacral  segment  equal,  and  acting  on  the 
vaginal  aspect  of  the  loosely  attached  pubic  segment,  drives  it  farther 
down.  By  the  recoil  up  of  the  sacral  segment  and  the  drop  down  of 
the  pubic  segment  we  get  the  vagina  dilated. 

In  regard  to  the  changes  in  the  uterine  position  I  defer  explanation 
at  present. 

The  physical  nature  of  the  abdominal  and  pelvic  contents  and  walls, 
the  action  of  gravitation  on  them,  atmospheric  pressure,  and  the 
anatomical  attachment  of  the  pubic  and  sacral  segments  of  the  pelvic 
floor  constitute  the  factors  bringing  about  vaginal  dilatation  in  the 
genu-pectoral  posture. 

The  uses  of  the  genu-pectoral  posture  to  the  gynecologist  are  much 
more  limited  in  my  opinion  than  is  generally  believed. 

For  specular  examination  the  semi-prone  position  (which  is  a  modified 
genu-pectoral)  gives  the  best  view.  In  the  genu-pectoral  posture  the 
anterior  vaginal  wall  is  more  hollowed  and  more  in  the  shade,  especially 
in  its  upper  part.  For  the  relief  of  ovarian  congestion,  in  cases  of 
difficult  urination,  and  for  the  insertion  of  prolapsus  uteri  pessaries,  the 
genu-pectoral  posture  has  obvious  advantages. 

For  replacement  of  the  retroverted  uterus  the  genu-pectoral  posture 
is  only  valuable  in  so  far  as  gravitation  can  act  on  the  uterus  after  the 
latter  is  manipulated  by  rectal  pressure,  rectal  distention,  or  volsellar 
traction  on  the  cervix.  Otherwise  the  genu-pectoral  posture  is  disadvan- 
tageous for  replacement,  seeing  that  the  fundus  and  cervix  are  farther 
from  the  vaginal  orifice,  and  the  fundus  closer  to  the  sacrum.  So  far 
as  the  patient  is  concerned,  the  genu-pectoral  posture  is  an  awkward 
one.  To  the  gynsecologist  its  consideration  is  valuable  practically,  seeing 
that  the  study  by  Marion  Sims  of  this  distention  with  air  in  this  posture 
of  the  vagina  has  given  Gyntecology  its  most  valuable  speculum  and 
gynfecological  science  some  of  its  most  interesting  physical  facts. 


CHAPTER  III. 


ON  SACRO-PUBIO  HBBNIA-PRO LAPSUS  UTERI. 

In  the  formation  of  the  female  pelvic  floor  a  structural  problem  had  to 
be  solved,  as  follows :— The  floor  had  to  be  constructed  so  that  we 
should  have  some  method  by  which  it  could  be  opened  up  to  admit  of 
the  passage  of  the  child's  head ;  and  while  this  was  to  be  arranged  in 
such  a  way  as  not  to  impede  parturition  unduly,  the  pelvic  floor  was 
not  to  be  impaired  in  its  structural  efficiency,  and  was  to  remain 
sufficiently  firm  to  resist  ordinary,  and  a  certain  amount  of  extra- 
ordinary, intra-abdominal  pressure. 

In  the  erect  posture  the  female  vertebral  column  may  be  regarded  as 
practically  vertical.    At  the  fifth  lumbar  vertebra  the  arrangement 
alters  and  the  first  two  bones  of  the  sacrum  make  an  angle  backwards 
with  the  vertical  of  about  60°.    The  other  vertebrae  (3-5  sacral  and 
1-3  coccygeal)  curve  gradually  forwards,  so  that  the  whole  sacrum  and 
coccyx  form  a  surface  concave  forwards.    The  further  continuation  of 
this  bony  curve  is  fleshy,  reaching  to  about  1|  inches  from  the  sym- 
physis pubis,  forms  what  I  have  already  termed  the  sacral  segment  of 
the  pelvic  floor  (fig.  3),  and  makes  an  angle  of  about  60°  with  the 
horizon     The  space  between  the  posterior  aspect  of  the  symphysis  and 
the  posterior  vaginal  wall  is  filled  up  by  the  pubic  segment  of  the 
pelvic  floor  (fig.  5),  whose  vaginal  aspect  closely  fits  on  the  anterior 
aspect  of  the  sacral  segment,  and  is  continuous  and  blended  with  it  on 
either  side  of  the  vaginal  slit.^    Anteriorly  the  pubic  segment  has  a 
loose  attachment  to  the  symphysis  (fig.  5)  ;  while  posteriorly  where 
it  does  not  blend  with  the  sacral  segment  as  above  given,  it  attached 
to  it  indirectly  through  the  uterus  by  the  posterior  vaginal  ^^'^11  (%••  /)• 
This  forms  a  strap-like  attachment,  and  is  only  firmly  blended  to  the 
sacral  segment  at  the  perineum.    The  peritoneum  passes  from  uterus  to 
sacral  segment.    Had  the  sacral  segment  been  prolonged  close  to  the 
symphysis  pubis,  it  is  evident  that  women  would  never  have  had  pixv 
lapsus  uteri;  but  then  parturition,  as  we  know  it  at  present,  won  d 
have  been  an  impossibility.    The  pelvic  floor  is  really  built  so  as  o 
support  the  superincumbent  viscera  well,  and  yet  not  so  strongly  as  to 
unduly  impede  the  birth  of  the  head.    The  happy  medium  of  strength 
sufficient  but  not  too  great  has  been  struck. 

i  V.  Chai).  ir.,  page  10. 
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Anatomically  considered,  then,  the  part  of  the  pelvic  floor  weak  in 
structure  and  attachments  is  the  pubic  segment,  specially  in  the  middle 
line,  and  the  posterior  vaginal  wall.  So  far  as  displacement  of  the 
pelvic  floor  is  concerned,  then,  we  have  only  to  consider  the  action  of 
the  intra-abdominal  pressure  on  this  part.  There  is  never  any  prolapsus 
of  the  sacral  segment.  Rectocele  is  a  distention,  and  not  a  hernial 
phenomenon. 

I  have  spoken  of  the  whole  sacral  segment  as  being  the  supporting 
one.  Usually,  however,  the  perineum  is  regarded  as  performing  this 
function.    Opinions  as  to  the  value  of  the  perineal  body  vary  from 


Fig.  3. 

The  SACRA.L  or  Supporting  Segment  (/  g)  of  the  Pelvic  Floor  and  Posterior  Vaginal 
Wall  in  Sagittal  Mesial  Section.  The  pubic  or  displaceable  segment,  uterus  and  posterior 
vaginal  wall  have  been  removed. 

e,  Symphysis  pubis  ; /,  Perineal  body  ;  g,  A.n\is.—{Frmn  nature.) 

strong  statements  that  it  has  nothing  to  do  with  prolapsus  uteri  to 
equally  strong  assertions  that  its  existence  is  the  only  safeguard 
against  it. 

The  inferior  angle  or  free  edge  of  the  sacral  segment  is  that  part  of  it 
which  is  most  liable  to  injury  during  parturition,  since  it  is  the  thinnest, 
and  is  unsupported  by  any  bony  structure  (see  figs.  3  and  4).  It  is, 
therefore,  strengthened  here  by  a  pyramidal  wedge  of  elastic  and 
muscular  tissue  known  as  the  perineal  body.  On  vertical  section  this 
body  is  found  to  be      inches^  in  height,  and  to  touch  with  its  apex  a 

1  TliiH  I  found  as  its  average  heiglit  in  hIx  vertical  sections. 

C 
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1mi.    i'.iirnt:  the  Iwttoiu  of  the  symphysis  jjubis  and  bacro-coccygcal 
1        1  ,v  ai>ex  of  the  perineal  Inxiy  is  distant  about  2  inches  from  the 
•i»p  of  the  jM>»tei  ior  vaginal  wall.     1  have  Ween  thus  purticulur  in  detin- 
'I:      :i8  of  New  Vork,  in  a  recent  able  paper,  has  unwanant- 
•  -    '      M>iions  '  (see  fig.  \).    The  perineal  body, 
lis  the  inferior  angle  of  the  sacral  segment 
of  the  door-step  exposed  to  much  traffic,  and 
>  M  »  vtruog  attachment  to  tlie  important  perineal  muscles.    It  is 
•  '   oiMOtta,  however,  to  draw  it,  aa  Thoma.s  has  done  in  figure  4,  with 
twic*  the  height  and  one  and  a  half  times  the  Vnvadtii  of  the  reality. 


r  »««» 


Kiu.  4. 
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II;;  Irfl 


mumI  ImhIv  "consiileialily 
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..f  the  wicral  segment  itself— an  importance 


vurv  uct»  on  the  pelvic  floor  as  follows :— We 
„,  ..r*  fnmi  the  thoracic  to  the  y>elvic  diaphmgm  as  so 

,„„,  I  AtnuMpheric  pressure  does  not  come  into  con- 

ire  on  the  anterior  abdominal 
..i:.ueof  the  pelvic  diaphragm  is 
„d  aspect  of  the  pelvic  floor.    If  we 
»  a«  acting  like  a  fluid,  their  pressure  is  at  right 
..n>:l«  to  the  Imuting  surfaee,  .'.r.,  the  i>eritoneal  aspect  of  the  pelvic 
floor.    A  o(«Mderatiou  of  fig.  5  will  show,  then,  that  part  of  the  nitra- 
abdottuual  pr«»ure  will  press  the  pubic  segment  of  the  pelvic  floor 

I  Amtntmrn  J»»rtml  nf  OhUetriet,  April  1S80,  p.  312. 
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against  the  sacral  (lines  10- U,  counting  from  the  symphysis).  Anotlier 
part  will  have  a  resultant  pressing  it  in  the  same  way,  but  also  tending 
to  force  it  down  out  at  the  vaginal  orifice  (lines  8  and  9).  A  third 
portion  will  press  it  against  the  symphysis  pubis  (1,  2,  3),  and  other 
moieties  will  tend  to  drive  it  out  of  the  vaginal  orifice  (6  and  7).  As  a 
whole,  then,  the  intra-abdominal  pressure  will  tend  to  press  the  pubic 
segment  against  the  supporting  sacral  segment  and  symphysis.  The 
resultants  tending  to  force  the  pelvic  segment  past  the  sacral  will  be 
counteracted  so  far  by  the  Avant  of  rigidity  of  the  pubic  segment,  by 
the  cohesion  of  the  vaginal  walls,  and  the  lateral  bony  attachments  of  / 


Fig.  o.- 

Sagittal  Mesial  Section  of  Female  Pelvic  Floor,  .sliowing  effect  of  inti  a-abdominal  pressure 

on  it. 

h  c,  Pubic  or  displaceable  segment.— (Froiii  naiv.rc.') 

the  pubic  segment.  The  pelvic  floor,  however,  as  already  said,  is  not 
thoroughly  strong.  Its  weak  portion  is  all  that  in  front  of  the  anterior 
rectal  wall.  Any  long-continued  strong  intra-abdominal  pressure  will 
therefore  tend  to  displace  it,  and  displace  as  a  whole  a  definite  portion 
of  it,  viz.,  the  pubic  segment,  the  uterus,  and  the  posterior  vaginal  wall. 
The  pubic  segment  has  a  weak  attachment  anteriorly,  and  its  connection 
to  the  sacral  segment  through  the  posterior  vaginal  wall  is  also  weak. 
The  uterus  lies  between,  and  therefore  extra  intra-abdominal  pressure 
pushes  all  three — i.e.^  pubic  segment,  uterus,  and  posterior  vaginal 
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wall— down  en  mastic.  Anatomically  considered,  then,  all  in  front  of  the 
recto-vaginal  line  is  what  intra-abdominal  pressure  can  displace. 

The  sacral  segment  is  therefore  the  supporting  one,  and  the  pubic 
segment  the  displaceable  one.  It  is  almost  always  stated  that  the 
posterior  vaginal  wall  is  the  supporter,  and  its  special  sigmoid  curve  is 
believed  by  Thomas  to  have  a  special  mechanical  value  in  preventing 
prolapsus.  Thomas's  mechanical  principle  is  accurate  enough,  but  the 
fallacy  in  its  application  is  that  he  considers  intra-abdominal  pressure 
as  applied  to  the  top  of  the  vaginal  wall.    If  one  wishes  to  consider  the 


Fig.  G. 

DIAGRAM  luodifled  from  Schut.,  showing  the  hernial  nature  of  P^^plapus  .iteri.    The  coverings  of 
g,  Posterior  vaginal  wall ;  c,  Anteiioi  lectai  naJi. 

effect  of  intra-abdominal  pressure  on  the  posterior  vaginal  wall,  one  must 
consider  the  viscera  and  pubic  segment  as  pressing  like  a  fluid  on  the 
whole  posterior  vaginal  wall  and  at  right  angles  to  It. 

To  regard  the  perineum  and  the  posterior  vaginal  wall  as  the  support- 
ing part  is  wrong.  The  perineum  is  only  a  certain  fraction  of  the  sacral 
segment,  made  of  a  stronger  tissue,  to  be  sure,  but  yet  havmg  a  value 
only  in  proportion  to  its  size  and  the  fact  that  it  gives  msertion  to  man) 
muscles,  and  is  the  bit  of  the  sacral  segment  most  usually  torn  by  the 
foetal  head. 
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We  have  thus  considered  the  natural  structural  arrangements  of  the 
pelvic  floor.  This  leads  us,  then,  to  its  pathological  displacements, 
viz. : — 

Hernia  through  the  Front  Half  of  the  Pelvic  Floor — Sacro-Puhic  Hernia, 
othertvise  known  as  Prolapsus  Uteri. 

Hardly  any  subject  in  Gynaecology  has  given  rise  to  more  discrepancy 
of  opinion  than  the  pathological  condition  known  as  prolapsus  uteri. 
Examination  of  the  opinions  advanced  by  Huguier,  Matthews  Duncan, 
Goodell,  Marion  Sims,  Thomas,  Protheroe  Smith,  and  many  others,  will 
show  how  widely  their  views  diverge.  By  some,  lesion  of  the  perineum 
is  believed  to  cause  no  predisposition  to  its  occurrence,  while  others  seem 
to  imagine  that  its  integrity  is  the  only  safeguard  against  it.  It  is 
interesting  to  note  that  so  many  acute  observers  should  hold  such  diver- 
gent opinions.  Some  of  the  reasons  for  this,  however,  are  well  worthy 
of  our  preliminary  attention. 

In  the  first  place,  the  stability  and  structural  arrangements  of  the 
female  pelvic  floor  have  been  ignored. 

In  the  second  place,  the  importance  of  the  intra-abdominal  pressure  has 
been  much  underrated.  The  gyntecologist,  looking  at  the  stages  of  a 
prolapsus  uteri  occurring  in  a  living  woman,  is  apt  to  think  that  the 
anterior  vaginal  wall  is  pulling  down  the  uterus,  and  the  uterus  pulling 
down  the  posterior  vaginal  wall,  ignoring  the  reality  of  the  mass  of 
viscera  and  muscular  force  above  pushing  these  down  as  a  whole.  The 
uterus  is  only  an  insignificant  fraction  of  this  mass,  and  its  supra-vaginal 
cervical  portion  still  more  so.  The  sphere  of  prolapsus  uteri  is  not  in 
the  pelvic  floor  alone,  but  reaches  up  to  the  diaphragm. 

In  the  third  place,  the  term  "  prolapsus  uteri "  is  a  most  unfor- 
tunate and  misleading  one.  It  has  led  most  gynaecologists  either  to 
accept  without  question  or  to  attempt  to  prove  the  supposition  that  the 
uterus  has  some  important  part  in  causing  its  own  prolapsus  ;  whereas, 
as  I  hope  to  show,  it  really  plays  no  part  in  it  at  all.  Had  surgeons 
termed  "inguinal  hernia"  "prolapse  of  the  cremasteric  fascia,"  it  is 
evident  they  would  have  been  led  as  far  astray  as  gynsecologists. 

Fotirthly,  it  has  been  chiefly  studied  clinically. 

Prolapsus  uteri,  however,  must  not  only  be  studied  clinically,  but  also 
in  vertical  section  on  the  actual  cadaver,  as  it  is  only  by  combining 
what  we  learn  from  these  and  what  we  know  of  the  structural  arrange- 
ment of  the  pelvic  floor  that  we  can  obtain  true  views  as  to  its  nature. 

We  therefore  now  take  up — 

A.  Clinical  Features  of  Prolapsus  Uteri. 

B.  Anatomical  Nature. 

C.  Explanation  of  (1)  Definite  Mechanism;  (2)  Varying  Position  of 
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Uterus  during  Descent  of  a  Prolapsus  Uteri;   (3)  Enlargement  of 
Uterus. 

D.  Nature  of  Prolapsus  Uteri. 

E.  Factors  producing  Prolapsus  Uteri. 
7'^.  Nomenclature. 

A.  Clinical  Features  of  Prolapsus  Uteri. — If  a  patient  with  a  com- 
plete prolapsus  uteri  be  laid  on  her  side,  the  whole  prolapsed  organs 
replaced,  ^  and  if  she  be  then  bid  strain,  the  following  structures  will 
appear  and  pass  out  at  the  vaginal  orifice:— The  anterior  vaginal  wall 
first  appears  from  below  upwards.  Pari  passu  with  its  descent  the 
uterus  and  posterior  vaginal  wall  have  come  down,  the  cervix  tracing 
the  pelvic  curve,  and  the  uterus  becoming  more  and  more  rctroverted, 
until  when  the  os  uteri  is  at  the  vaginal  orifice  the  uterus  lies  in  the 
vaginal  axis,  with  the  posterior  vaginal  wall  forming  a  pouch,  the  half  of 
its  own  length  behind  it. '  Further  efforts  by  the  woman  will  now  drive 
the  uterus  outside  the  orifice,  and  the  posterior  vaginal  wall  is  now 
completely  everted,  its  lowest  part  appearing  last. 

£.  The  anatomical  features  can  be  studied  only  in  vertical  section. 
Schiitz's  vertical  section  of  the  parts  in  complete  prolapse,  from  a  frozen 
section,  illustrates  the  description  we  have  given  admirably.  Figure  6, 
which  is  modified  from  Schiitz's  drawing,  shows  that  in  a  nearly  complete 
prolapsus  we  have  from  before  backwards,  pubic  segment  of  the  pelvic 
floor,  uterus,  and  posterior  vaginal  wall.  The  rectum  is  quite  in  position, 
and  the  part  of  the  posterior  vaginal  wall  not  prolapsed  is  that  part  of 
it  opposite  the  perineal  body  where  the  loose  connection  between  posterior 
vaginal  wall  and  anterior  rectal  wall  ceases.  The  peritoneal  lining  of 
the  displaced  structures  is  well  seen. 

C.  From  all  we  have  now  gone  over  it  is  evident  that  so-called  pro- 
lapsus uteri  is,  as  we  anticipated  anatomically,  a  displacement  down- 
wards en  masse  of  all  the  structures  in  front  of  a  line  drawn  between  the 
posterior  vaginal  wall  and  anterior  rectal  one  ;  and  if  this  be  considered 
it  will  readily  be  seen  why  we  have  always  a  definite  mechanism  when 
viewed  at  the  vaginal  orifice. 

Two  points  now  come  up  for  consideration,  viz.,  the  position  of  the 
uterus  during  the  descent  of  a  prolapsus  uteri  and  the  relation  of  the 
enlargement  of  the  uterus  to  prolapsus  uteri.  In  regard  to  the  first 
point  it  will  be  seen  that  the  uterus,  while  it  is  being  forced  down,  has 
the  position  of  its  long  axis  continually  altering.  This  is  often  expressed 
by  say  in  o-  that  the  uterus  becomes  more  and  more  retroverted  as  it  is 
forced  down  The  real  fact  is,  that  as  the  pubic  segment  is  forced 
down  it  is  stretched  chiefly  on  its  peritoneal  aspect.  In  this  way  tension 
is  made  on  the  cervix  uteri,  with  the  eff-ect  of  throwing  the  uterus  back 

1  Tins  should  be  done  bo  that  wlmt  comes  down  last  is  replaced  first.    The  order  of  replacement  is 
therefore  posterior  vaginal  «all,  uterus,  and  anterior  vaginal  wall. 


PROLAPSUS  UTERI. 


23 


and  making  it  rest  on  the  retrojacent  stnwjtures.  As  these  have  roughly 
the  pelvic  curve,  we  get  the  uterus  in  this  way  constantly  altering  its 
axis-lie. 

It  is  a  fact,  clinically,  that  in  most  cases  the  uterus  in  prolapsus  is 
enlarged.  At  present  I  am  only  considering  prolapsus  uteri  in  a 
mechanical  aspect;  whereas  the  question  of  this  enlargement  is  to  be 
settled  clinically  and  by  anatomical  sections.  My  own  belief  is  that  the 
enlargement  is  not  purely  cervical,  but  affects  the  whole  uterus  and 
pubic  segment  too,  and  that  it  is  a  consequence  of  prolapsus  uteri,  and 
not  a  factor  in  its  production.  If  we  view  a  prolapsed  uterus,  with  the 
03  at  the  ostium  vaginae,  througii  the  pelvic  brim,  it  can  be  seen  that  it 
lies,  as  it  were,  at  the  bottom  of  a  valley,  the  sides  of  the  valley  being 
the  broad  ligaments,  the  bed  of  the  valley  the  uterus.  The  parts  of  the 
uterus  do  not  lie  on  the  same  horizontal  plane,  but  the  cervix  lies  lower. 
It  is  evident,  then,  that  the  venous  supply  of-  the  uterus,  having  a 
mechanical  disadvantage  to  its  return,  will  have  a  tendency  to  stasis 
most  marked  at  its  cervical  end.  This  may  lead  to  areolar  hyperplasia 
at  first,  and,  so  far  as  our  present  knowledge  goes,  accounts  along  Avith 
tension  for  the  increased  size  of  the  uterus  in  a  prolapsus. 

D.  Nature  of  Prolapsus  Uteri. — The  uterus  has  nothing  to  do  with 
prolapsus  titeri.  It  is  a  time-honoured  term,  but  a  misleading  one. 
Prolapsus  uteri  is  really  a  hernia,  and  is  analogous  in  every  point  to 
what  we  term  a  surgical  hernia,  such  as  femoral  hernia,  and  so  on.  ^ 

Thus  it  has  (1)  a  sac,  the  peritoneum;  (2)  a  definite  road  to  travel 
along,  whose  boundaries  are — a,  in  front,  the  pubic  symphysis ;  h, 
behind,  the  sacral  segment  of  the  pelvic  floor — i.e.,  from  anterior  Avail  of 
rectum  back  to  sacrum  ;  c,  side  -walls  ;  (3)  definite  coverings,  viz. — a, 
pubic  segment  of  pelvic  floor ;  h,  the  uterus ;  c,  posterior  vaginal  wall. 
Like  all  hernise,  its  sac  contains  intestine  (see  fig.  6).  • 

What  I  have  already  given  is  sufiicient  evidence  as  to  the  hernial 
nature  of  prolapsus  uteri.  The  matter  will  be  made  more  evident  by  a 
consideration  of  an  ordinary  oblique  inguinal  hernia.  Here  the  same 
structural  problem  had  to  be  solved,  viz.,  how  to  get  the  fcetal  testicle 
from  the  abdominal  cavity  into  the  scrotum  without  unduly  impairing 
the  strength  of  the  abdominal  wall.  Hence  we  get  the  spermatic  cord 
lying  in  an  oblique  slit,  so  made  that  the  intra-abdominal  pressure 
presses  at  right  angles  to  it,  i.e.,  in  such  a  way  that  the  boundaries  of 
the  inguinal  canal  behind  the  cord  are  pressed  against  those  in  front  of 
it.  Still  this  is  the  weak  point  in  the  wall,  and  the  point  where  hernia 
generally  occurs.  In  any  such  hernia  the  coverings  are  thickened,  yet 
no  surgeon  regards  this  otherwise  than  as  a  result  of  the  hernia  itself, 
caused  by  excessive  intra-abdominal  pressure  on  a  part  anatomically 

I  I  should  state  that  Ur  Protheroe  Smith  and  Dr  Mattliews  Duncan  urge  the  hernial  nat\iro  of 
))rolapBU8  uteri. 
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weaker.    The  same  view  holds  good  for  a  prolapsus  uteri.    It  is  a  hernia 
too,  and  the  uterus  is  only  a  thickened  covering. 

If  this  view  be  correct,  it  is  clear,  then,  that  the  theory  of  prolapsus 
uteri,  which  makes  its  initial  cause  lie  in  the  supra-vaginal  elongation 
of  the  cervix,  is  open  to  the  objection  that  it  would  be  the  only  case  of 
a  hernia  knowai  where  a  thickening  and  hypertrophy  of  a  covering 
caused  the  hernia  itself  It  is  unintelligible,  too,  in  other  respects,  and 
leads  to  wrong  treatment. 

E.  The  Factors  producing  Prolajosus  Uieri  are  three  iu  number,  viz. — 
1.  Deficient  sacral  support ;  2.  Deficient  tone  of  pubic  segment  of  pelvic 
fioor ;  3.  Intra-abdominal  pressure. 

1.  Deficient  Sacral  Support.— By  this  I  mean  tha.t  through  parturition 
the  sacral  segment  has  got  straightened  out  and  notched  or  deficient  at 
its  lower  margin — the  perineum.    It  is  wi-ong  to  imagine  that  tear  of 
the  perineum  is  everything  in  prolapsus  viteri.    The  perineum  may  be 
considerably  torn,  but  if  the  sacral  segment  is  still  sufficiently  curved, 
and  the  intra-abdominal  pressure  not  so  great,  there  will  be  no  prolapsus. 
Tear  of  the  perineum  is  not  everything  in  prolapsus  uteri ;  but  it  is  too 
great  a  rebound  from  this  view  to  say  that  it  never  has  anything  to  do 
iu  bringing  it  about.    Deficient  sacral  support  makes  the  task  of  intra- 
abdominal pressure  easier.    The  bearing  of  the  second  and  third  factors 
is  sufticiently  evident.    Of  all  the  three,  the  third,  viz.,  increased  intra- 
abdominal pressure,  is  the  most  important,  and  is  sufficient  to  cause 
prolapsus  even  in  virgins.    The  first  and  second  are  adjuvant,  and 
almost  constantly  present. 

The  etiology  of  prolapsus  may  thus  be  summed  up  :— 1.  Intra- 
abdominal pressure  alone  may  cause  it ;  2.  An  inspection  of  the  figures 
already  given  will  show  that  deficiency  of  the  perineum  and  straighten- 
ing of  the  sacral  segment  will  form  important  factors  in  prolapsus  uteri 

 i.e.^  they  cannot  resist  intra-abdominal  pressure  sufficiently.    Want  of 

tone  of  the  pubic  segment  will  make  it  more  easily  driven  down. 

The  nomenclature  in  prolapsus  uteri  is  very  embarrassing  and  deceptive. 
All  such  terms  as  "cystocele,"  "prolapse  of  anterior  vaginal  wall,"  etc., 
should  be  avoided.  The  term  sacro-pubic  hernia  I  have  proposed, 
though  scientifically  correct,  will  not  displace  the  classical  one  of  pro- 
lapsus uteri.  The  gradations  of  prolapse  are  best  named  by  describmg 
liow  much  of  the  anterior  vaginal  wall,  uterus,  or  posterior  vaginal  wall 
is  seen  at  the  vulvar  orifice. 


CHAPTER  IV. 


I. -ON  THE  SHAPE  OF  THE  EMPTY  FEMALE  BLADDER 
AND  n.-ITS  POSITION  AND  DISTENTION. 

The  empty  female  bladder  may  present  one  of  two  shapes.  In  the 
large  majority  of  specimens  figured  it  forms  with  the  urethra  a  Y-shape 
on  sagittal  mesial  section.  The  oblique  legs  of  the  Y  may  be  about 
equal  in  size,  or  the  posterior  may  be  shorter  (figs.  7  and  8).  This 
form  is  so  common  that  it  has  been  accepted  hitherto  by  all  authors 
as  the  normal  one.  In  certain  cases,  insignificant  in  number  as 
compared  with  the  former,  the  empty  bladder  cavity  forms  with  the 
urethra  a  continuous  tube  on  vertical  mesial  section  (fig.  9).  As  a 
whole,  in  such  cases,  it  is  oval  in  shape,  corrugated,  and  firm  to  the 
touch.  This  latter  shape  is  constantly  the  one  found  in  the  lower 
animals,  such  as  the  rabbit  and  dog,  and  is  the  only  one  I  have  ever 
seen  in  the  human  foetus  (fig.  10).  If,  therefore,  the  pelvic  floor  of  a 
woman  be  viewed  on  its  peritoneal  aspect,  the  fundus  of  the  empty 
bladder  will  be  found  to  be  almost  always  large  and  concave,  while  in  a 
few  cases  it  is  small  and  convex.  In  the  one  case,  the  inner  surface  of 
the  upper  segment  of  the  bladder,  large  in  area,  is  in  contact  with  the 
inner  surface  of  the  lower  segment ;  in  the  other,  the  anterior  and 
posterior  walls,  small  in  area,  touch  one  another. 

I  wish  at  present  to  consider  why  we  should  have  the  bladder 
presenting  two  such  sharply  contrasted  forms,  to  attempt  to  settle 
which  is  the  normal  one,  and  to  consider  the  whole  question  in  some 
practical  bearings. 

The  anterior,  posterior,  and  lateral  relations  of  the  bladder  are  of 
interest.  Anteriorly  it  is  separated  from  the  pubis  by  a  large  amount 
of  fat — the  retropubic  pyramidal  fat  —  (Plate  I.).  Posteriorly  the 
connection  between  it  and  the  uterus  and  upper  part  of  the  vagina  is 
also  loose.  Laterally  the  bladder  is  more  fixed.  The  same  facts  as  to 
looseness  of  anterior  and  posterior  connections  holds  good  for  the  male 
bladder. 

The  arrangement  of  the  unstriped  muscular  fibres  of  the  bladder  is 
on  the  same  plan  as  those  of  the  uterus,  i.e.,  we  have  external  longi- 
tudinal unstriped  muscular  fibres,  with  their  fixed  point  below  ;  circular 
ones  running  at  riglit  angles  as  well  as  obliquely  to  these,  and  an 
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internal  longitudinal  layer  below  the  submucous  coat.  It  is  evident  that 
their  unhindered  contraction  will  give  the  bladder  the  cylindrical  form 
which  I  have  described  as  the  one  rarely  found.  So  far,  then,  as  the 
normal  arrangements  of  the  bladder  go,  we  see  provision  made  for 
muscular  contraction  which  shall  iiltimately  bring  the  anterior  and 
posterior  walls,  diminished  in  area,  in  contact. 

I  have  now  to  take  up  the  pathologically  Y-shaped  bladder  and 
explain  its  occurrence.  This  can  be  beautifully  studied  in  the  specimen 
I  here  show,  of  which  figure  7  is  an  accurate  drawing.    In  this  specimen 


Fig. 


Verticai,  Mesial  Section  of  Female  Pelvis  (spirit-hardened),  allowing  Y-sliape  of  bladder  (6). 
The  uterus  («)  is  anteflexed  and  drawn  back  by  cicatrised  utero-sacral  ligament. 

the  Y-shape  which  the  bladder  forms  with  the  urethra  can  be  well 
seen.    The  causation  of  this  shape  is  as  follows  : — 

It  can  be  readily  seen  that  the  uterus  is  anteflexed.  Starting  from 
the  posterior  angle  of  flexion,  and  running  to  the  left  and  upwards, 
thickened  bands  can  be  seen,  the  cicatrised  left  utero-sacral  ligament. 
The  shortening  of  the  ligament  has  had  a  fourfold  efl'ect.  It  has  drngged 
the  uterus  backwards  and  to  the  left  side.  Inasmuch  as  the  cervix  is 
fixed  in  the  pelvic  floor,  and  the  fundus  surrounded  by  intestine,  the 
effect  of  this  backward  drag  has  been  specially  spent  on  the  uterine 
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insertion  of  tlie  ligament,  i.e.,  the  uterus  lias  become  anteflexed.  A 
simple  experiment  will  make  this  clear.  If  a  gum  elastic  bougie  be 
fixed  at  either  end,  and  then  be  grasped  between  the  finger  and  thumb 


Fig.  8. 

VERTICAL  Mesial  Section  of  Female  Pelvis  (frozen).  The  Y-shaped  bladder  (6),  and  the  vesico- 
uterine and  retio-uterine  pouches,  neither  of  which  contains  intestine,  are  well  seen. — Fiirst, 
in  Archivfiir  Oyndlcologie,  Bd.  vii.,  S.  40T. 

a,  Uterus. 

b,  Bladder. 

c,  Rectum. 


about  two  inches  above  its  lower  end  and  pulled  back,  the  bougie  will 
become  flexed  or  bent.  In  the  fourth  place,  the  bladder  has  been  pulled 
back  so  as  to  make  its  retropiibic  attachment  tense  and  pull  its  posterior 
wall  behind  the  urethra,  i.e..,  to  give  it  the  Y-shape  seen. 

The  Y-shape  of  the  bladder  exists  also  in  the  normal  empty  bladder. 
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Fiivst  has  published  a  beautiful  section  of  a  uterus  less  anteflexed, 
and  a  bladder  less  distorted,  bearing  out  exactly  the  explanation  already 
given  (fig.  8). 

The  evacuation  of  the  urine  seems  to  be  accomplished  by  the  contrac- 
tion of  its  unstriped  muscular  fibre  and  the  action  of  intra-abdomitial 
pressure.  Both  of  these  are  effective  only  when  the  empty  bladder  can 
assume  such  a  shape  as  figure  9  shows,  i.e.,  when  the  anterior  and 
posterior  walls  of  the  bladder  diminish  in  area  and  come  together.  It 
is  evident  that  when  the  bladder  is  tied  back  as  already  described 
(fig.  7),  its  contraction  is  minimised,  and  the  expulsion  of  the  urine 
must  be  chiefly  accomplished  by  intra-abdominal  pressure.  In  one 
so-called  case  of  hysterical  retention  I  found  the  uterus  anteflexed  and 


Fiu.  9. 


Vertical  JIesial  Section  of  Female  Pelvis  (frozen).-a  b,  Shows  the  posterior  loose  connection 
of  the  bladder  to  the  cervix  and  vagina.  The  peritoneum  passes  from  bladder  to  cervix  at  b. 
d  c,  Shows  loose  connection  between  rectum  and  vagina,  the  pouch  of  Douglas  descending  to  rt. 
The  bladder  is  empty,  contracted,  and  has  its  anterior  and  posterior  walls  in  contact  {Bravne). 

drawn  back  so  far  as  apparently  to  account  for  the  patient's  inability  to 
micturate  oftener  than  once  in  one  or  two  days.  At  the  same  time,  I 
have  seen  patients  in  a  like  condition  where  urination  was  normal. 

The  practical  points  I  wish  to  bring  out  are  as  follow  :— It  is  now 
undoubted  that  the  normal  uterine  position  is  one  of  inclination  in  front 
of  the  axis  of  the  brim.  I  do  not  believe,  however,  that  the  anteversion 
is  so  excessive  as  most  German  authors  allege,  as  the  amount  of  ante- 
version  they  believe  in  renders  necessary  the  figuring  of  the  Y-shape  of 
the  bladder  and  urethra  as  normal. 

It  is  evident  by  examination  of  plates  and  specimens  that  the  muscular 
contraction  of  the  bladder  is  more  marked  when  the  bladder  has  the 
cylindrical  form  than  when  it  has  the  Y-forra.    Braune  figures  bladders 
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of  this  shape  whose  walls  are  antero-posteriorly  as  thick  as  those  of  the 
imimpregnated  uterus  (fig.  9).    In  no  bladder  with  the  Y-shape  is  this 

nearly  the  case. 

The  conclusions  advanced  are  as  follow  :  — 

1.  The  empty  bladder  in  the  fostus  has  always  its  anterior  and  posterior 
walls  in  contact. 

2.  In  the  adult  female  the  same  is  the  normal  one  for  the  contracted 
bladder,  but  is  rarely  found. 


Fig.  10. 

Vertical  Mesial  Section  or  Fcetal  Female  Pelvis  (spirit-hardened).— Empty  bladder  (<■)  is 
above  pubis ;  b  is  vagina  ;  a  uterus  cut  to  one  side. 

3.  The  Y-shape  can,  in  certain  cases,  be  traced  to  a  dragging  back  of 
the  uterus  by  inflammatory  cicatrisation,  or  to  undue  anteversion. 

4.  The  Y-shape  is,  however,  found  normally  in  the  empty  relaxed 
bladder. 

I  have  not  given  a  vertical  section  of  the  female  pelvis  with  the 
organs  placed  in  what  t  believe  to  be  the  normal  posture.  Satisfactory 
attempts,  based  on  clinical  investigations  and  sectional  anatomy,  have 
been  made  by  Schultze,  His,  Schroder,  F.  P.  Foster  of  New  York,  and 
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others.  At  present,  however,  gynascologists  have  not  sufficient  data  to 
enable  them  to  be  dogmatic  in  this  matter.  Clinical  investigation  of 
the  position  of  the  uterus  bimanually  gives  it  an  excessive  amount  of 
anteversion  (well  seen  in  Kocks's  plates),  owing  to  the  fact  that  the 
examiner  anteverts  it  beyond  its  normal  anteversion  in  order  to  grasp 
it,  and,  in  addition,  lengthens  the  vaginal  walls.  The  question  of  the 
amount  of  projection  of  the  soft  parts  below  the  pelvic  outlet  has  still 
to  be  settled.  For  this  reason  I  feel  that  the  figuring  on  my  part  of  any 
normal  diagrammatic  section  would  lead  to  error.  To  avoid  this  I  have 
given  woodcuts  only  of  actual  sections.  Those  who  wish  to  see  addi- 
tional accurate  drawings  of  actual  specimens  should  also  consult  the 
atlases  'of  Pirogoff,  Legendre,  and  Braune,  and  a  paper  by  His^  {v.,  how- 
ever, Plate  I.). 

II.— ON  THE  POSITION  AND  DISTENTION  OF  THE 
FEMALE  BLADDER. 

It  is  probably  every  gynsecologist's  experience  that  in  certain  circum- 
stances the  female  bladder  may  seem  very  much  distended,  so  far  as 
suprapubic  palpation  and  inspection  give  evidence,  but  that  when  the 
catheter  is  passed,  an  unexpectedly  small  quantity  of  urine  is  drawn  off. 
The  female  urethra  is  short,  averaging  only  If  inch  in  length,  but  yet 
gynsecologists  use,  and  use  rightly,  a  long  flexible  gum  elastic  catheter. 
Finally,  surgeons  who  deal  with  retention  of  urine  in  the  male  do  not 
meet  with  such  anomalies.  Before  trying  to  reconcile  these  facts  it 
will  be  best  to  narrate  three  contrasted  and  carefully  observed  cases. 

Case  I.^ — A.  B.,  £et.  18,  was  seen  in  Professor  Simpson's  out-patient 
clinlque  on  account  of  white  discharge  and  pain  on  making  water. 
Ocular  examination  of  the  external  parts  showed  a  recent  laceration  of 
the  hymen  and  glairy  discharge  from  the  ostium  vaginse.  On  vaginal 
examination,  the  cervix  was  found  normal  in  all  respects,  except  that 
the  OS  looked  downwards  and  forwards.  Bimanually,  a  fluctuating 
tumour,  reaching  up  a  little  above  the  level  of  the  pelvic  brim,  was  felt 
in  front  of  the  partially  retroverted  unimpregnated  uterus.  The  catheter 
introduced  drew  off"  27  oz.  of  urine  (fig.  11). 

Case  II. —  Mrs  C.  was  admitted  to  Professor  Simpson's  ward  on 

'  Since  writing  tlie  above,  my  friend  Dr  Milne  Murray  lias  made  the  ingenious  suggestion  that  the 
bladder  lias  its  systole  and  diastole  just  as  the  heart  has  ;  that  the  contracted  form  in  figs.  9  and  10 
is  the  bladder  in  systole,  and  the  Y-shape  in  diastole.  Of  course,  this  holds  good  only  for  cases 
where  there  is  not  posterior  pelvic  inflammatory  cicatrisation.  One  interesting  point  should  be 
noticed,  viz.,  that  the  women  in  whom  Branne  figures  the  bladder  in  systole,  i.e.,  contracted,  died 
violent  deaths  by  suicide  (hanging).  It  is  evident  that  this  systole  of  the  bladder,  if  it  exists,  niust 
draw  the  cervix  forwards.  There  is  no  clinical  evidence  on  these  points  ;  and  cliniail  invreti^tion, 
from  its  difficulty,  would  be  a])t  to  lead  into  fallacy.  At  the  same  time,  carefully  conducted 
examination  would  lead  to  some  interesting  results  in  regard  to  urination— a  subject  not  as  yet  well 
\inderstood. 
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account  of  retention  of  urine,  necessitating  catheterism.  Bimanual 
examination  showed  a  large  tumour  in  the  hollow  of  the  sacrum,  mai'ked 
elevation  of  the  os  uteri  above  tiie  symphysis,  and  a  fluctuating  tumour 
in  the  hypogastric  region,  reaching  almost  as  high  as  the  umbilicus. 
This  physical  examination  and  the  history  of  four  months'  amenorrhoea 
made  the  diagnosis  of  retroversion  of  the  g)-avid  uterus  perfectly  plain. 
What  concerns  us  here,  however,  is  that  the  bladder  contained  only 
about  23  oz.  of  urine — a  less  amount  than  in  the  previous  instance. 

Case  III. — Along  with  Professor  Simpson,  I  saw  at  the  Maternity 
Hospital  a  patient  with  rigidity  of  os  uteri,  supposed  to  necessitate 


Fig.  11. 

Vertical  Mesial  Section  of  Adui.t  Female  Pelvis  (one-third  size),  with  distended 

bladder  (Pirogoff'). 
d,  Bladder. 

early  application  of  the  long  forceps.  Suprapubic  inspection  and  palpa- 
tion revealed  a  fluctuating  tumour,  bluntly  triangular  in  shape,  with  the 
apex  down.  Exact  measurements  showed  that  vertically  it  extended 
for  4  inches,  and  transversely  for  about  the  same.  The  catheter,  passed 
deeply  up,  drew  off  only  2^  oz.  of  clear  urine.  Some  time  afterwards,  the 
same  apparent  distention  occurred,  when  3^  oz.  were  removed.  After 
the  bladder  was  thus  emptied  the  furrow  between  retraction  ring  and 
uterus  could  be  felt  two  fingers'-breadths  above  the  symphysis  pubis. 

These  three  cases  are  typical  instances,  and  evidently  call  for  explana- 
tion. 

In  the  first  case  narrated  the  bladder  was  simply  distended.    It  had 
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pushed  the  intestines  up,  tilted  the  uterus  back,  but  its  posterior  wall 
was  still  in  its  normal  position.  The  peritoneum  was  still  on  the  summit 
of  the  bladder,  but  of  course  was  stripped  to  a  certain  extent  from  the 
lower  part  of  the  posterior  aspect  of  the  anterior  abdominal  wall  (fig.  11). 
Thus  the  bladder,  though  its  summit  was  only  at  the  level  of  the 
brim,  was  considerably  distended. 

Now,  in  the  retroversion  of  the  gravid  uterus  the  bladder  was  certainly 
distended.  Suprapubic  palpation,  however,  misled  as  to  the  amount  of 
distention,  and  for  the  following  reason.  The  cervix  uteri  was  tilted 
high  up  behind  the  symphysis  pubis,  and  consequently  the  bladder,  to 
whose  posterior  angle  the  cervix  is  attached,  was  swung  up,  as  it  were, 


Fig.  11. 

VERTICAL  MESIAL  SECTION  OF  WoMAN  IN  LABOUR  (Braunc),  a  little  more  than  one-fourth  size, 
e,  Symphysis  pubis  and  bladder  above,  with  peritoneum  off  it. 

into  the  abdominal  cavity,  a  movement  permitted  by  the  anatomical 
relations  behind  the  pubis.  The  peritoneal  relations  were  the  same  as 
in  Case  I  In  the  third  case  the  bladder  was  of  course  drawn  up,  as  i 
have  already  shown,^  and  its  relations  were  foHow  :-In  front  it 
touched  anterior  abdominal  wall;  behind  the  child's  head,  the  cervix 
of  course,  intervening.  In  this  way  the  anterior  and  posterior  vesical 
walls  were  in  contact,  and  thus  a  film  of  urine,  as  it  were,  gave  the 
appearance  of  distention.  As  I  have  before  pointed  out,  the  peritoneum 
is  stripped  off  the  bladder  more  or  less  '  (fig.  12).  .    ,  i 

The  conclusions  advanced  are  :-l.  The  retropubic  anatomical  attach- 
ments of  the  bladder  admit  of  its  distention  and  passage  upwards. 

1  2  V.  Chap.  II. 
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2.  Suprapubic  palpation  gives  no  sure  indication  of  the  amount  of 
urinary  distention.  3.  When  the  summit  of  the  bladder  is  above  the 
pubis,  it  may  be — a,  a  pure  distention  (Case  I.);  b,  distention  plus  a 
tilting  up  (Case  II.) ;  c,  drawing  up  of  the  bladder,  with  almost  no 
distention  (Case  III.). 

The  reason  why  gynaecologists  use  a  long  gum  elastic  catheter  is  very 
evident.  I  already  described  the  empty  bladder  in  the  non-parturient 
female  as  forming  a  Y-shaped  figure  on  vertical  section.  During  parturi- 
tion, however,  the  urethra  is  elongated,  and  forms  with  the  bladder,  on 
vertical  section,  a  continuous  tube  ^  (fig.  9).  Only  that  part  of  the 
bladder  above  the  pubis  is  available  for  the  reception  of  urine,  so  that 
in  this  way  the  path  for  the  catheter  to  travel  is  increased.  In  Braune's 
section  of  a  Avoman  in  labour,  the  distance  for  the  catheter  to  travel 
is  about  4|  inches,  more  than  twice  what  it  is  normally. 

^  See  Die  Lage  des  Foetus  ;  Braune,  Tab.  C. 
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ON  SOME  POINTS  IN  THE  PHYSIOS  OF  THE  RECTUM, 
BLADDER,  AND  PARTURIENT  UTERUS. 

The  female  bladder  and  rectum  lie  in  the  pelvic  cavity  ;  and,  from  this 
position,  they  are  exposed  to  the  weight  of  the  superimposed  abdominal 
viscera,  and  bear,  more  than  other  organs,  the  brunt  of  intra-abdominal 
pressure.  We  have,  therefore,  to  consider  the  arrangements  in  the 
bladder  and  rectum  for  storing  their  temporary  contents  so  as  to 
prevent  premature  expulsion  of  them  ;  and,  more  difficiilt  still,  to  study 
the  mechanism  by  which  these  viscera  expel  their,  contents  when 
desired.  In  conclusion,  it  will  be  of  interest  to  take  up  rapidly  the 
whole  question  of  the  structural  anatomy  of  the  pelvic  floor  — its 
structure  qua  intra-abdominal  pressure,  parturition,  and  the  vesical 
and  rectal  functions. 

The  Bladder. 

The  exact  explanation  of  how  the  urine  is  retained  in  and  expelled 
from  the  bladder,  as  well  as  the  cause  of  some  connected  anomalous 
phenomena,  is  by  no  means  settled.  It  will  be  most  convement  to  take 
up  the  following  heads  : — 

1.  The  Position  and  Shape  of  the  Empty  Female  Bladder,  and  the 
muscular  arrangements  of  bladder  and  urethra. 

II   The  Nervous  Mechanism  of  Bladder  and  Urethra. 

III.  The  Mechanism  of  the  Expulsion  of  the  Urine  from  the 
Bladder, 

I  The  Position  and  Shape  of  the  Female  Bladder  Empty  and  Distended. 
—The  female  bladder  when  empty  lies  in  the  pelvis  and  hehmd  the 
pubis  The  urethra  blends  with  the  neck  of  the  bladder  at  an  angle 
of  about  90°;  the  angular  interspace  thus  formed  behmd  the  pubis  is 
filled  up  with  loose  fat  (PI.  L).  The  walls  of  the  bladder  are  provided 
with  loops  of  unstriped  muscular  fibre  -  external  longitudmal  fibres, 
circular  fibres  within  these,  and  an  internal  longitudinal  layer  on  which 
the  mucous  membrane  rests.  In  the  male,  the  outer  layer  is  arranged 
in  figure-of-eight  loops-the  smaller  loop  being,  according  to  Pettigrew, 
in  the  prostate,  and  the  larger  one  in  the  bladder. 
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The  sphincter  vesicae,  in  the  female,  surrounds  the  urethra;  it 
consists  of  circular  and  longitudinal  unstriped,  and  circular  (inner) 
and  longitudinal  striped  muscle;  the  latter  ends  1|-  cm.  from  the 
•meatus  urinarius.  In  addition,  Luschka  describes  a  special  sphincter 
of  the  vaginal  and  urethral  orifices.    In  the  male,  the  sphincter  vesicae 


Fig.  13. 

Vertical  Mesial  Section  of  Frozen  Cadaver  (Pirogoff).    a,  In  front  of  anterior  vaginal  wall  • 

b,  Uterus;  c,  Bladder.  ' 

surrounds  the  prostatic  and  membranous  portions  of  the  urethra  the 

muscle  being  both  striped  and  unstriped.  In  the  prostate,  the  amount 
:0f  unstriped  muscle  is  large. 

The  shape  of  the  empti/  female  bladder  is  of  interest ;  I  say,  specially, 
"of  the  empty  female  bladder,"  because  I  know  of  no  ■  drawing  or 
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section  of  the  empty  male  bladder.  Anatomists  have  always  per- 
sistently considered  the  state  of  the  bladder  when  artificially  distended 
to  a  moderate  extent.  In  the  female  the  empty  bladder  has  one  of 
two  shapes :  it  is  either  small,  oval,  and  firm  to  the  touch,  with  its 
upper  border  convex  ;  or  its  upper  surface  is  large  and  concave,  the 
upper  half  fitting  into  the  concavity  of  the  lower.  In  the  former  shape 
the  anterior  and  posterior  surfaces  of  the  mucous  membrane  are  in  con- 
tact;  in  the  latter,  the  upper  and  lower  halves  (large  in  area)  are  in 
contact.  On  vertical  mesial  section  we  find  the  mucous  membrane  of 
urethra  and  bladder  forming,  in  the  former  shape  a  curved  slit  (fig.  9) ; 
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Fig.  14. 

n™«  MBCHxmsM  o.  BL.BnEB(~).  a,  Afferent  nerve  of  sphincters;  S  and  M,  Sensory  and 

motor  ganglia. 

while,  in  the  latter,  they  form  a  Y-shape,  the  posterior  limb  of  the  Y 
being  sometimes  the  shorter  (PI.  I.). 

The  shape  of  the  distended  bladder  is  well  seen  in  plates  by  Pirogoff, 

Braune,  and  others.  ^^    a  a 

Finally,  it  should  be  noted  that  the  bladder  and  urethra  are  blended 
with  the  neighbouring  organs.  The  union  of  the  bladder  with  these 
organs  is  a  loose  one.  In  the  female,  the  anterior  wall  has  loose  tissue 
in  front,  while  its  posterior  wall  is  loosely  connected  with  the  anterior 
walls  of  vagina  and  cervix.  The  urethra  has  loose  tissue  in  front  but 
behind  is  closely  blended  with  the  vagina.  In  the  male  the  posterior 
wall  of  the  bladder  is  loosely  connected  with  the  rectum.  One  should 
expect  this  arrangement  in  an  organ  provided  with  a  muscular  arrange- 
ment whose  contraction  diminishes  its  area. 
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II.  The  Nervous  Mechanism  of  the  Bladder  and  Ui'ethra.  —  The 
sphincter  vesicas  has  a  certain  amount  of  tone,  whicli  has  been 
ascertained  as  follows : — The  abdomen  was  opened  and  one  ureter 
ligatured.  A  cannla  was  passed  into  the  other  and  water  poured  in 
until  it  passed  out  at  the  urethra.  In  the  rabbit  a  column  of  water 
16  to  20  inches  in  height  was  required  to  overcome  the  tone.  If, 
however,  the  spinal  cord  be  cut  between  the  5th  and  7th  lumbar 
vertebrae,  the  pressure  required  sinks  to  six  inches.  Section  at  the 
level  of  the  4th  lumbar  vertebra  had  no  effect  in  lowering  the  pressure 
required  {Kupressoiv).  Further,  it  has  been  noted  that  after  section 
above  the  4th  lumbar  vertebra  the  bladder  became  greatly  distended, 
while  after  section  at  the  5th  or  6th  there  was  incontinence.  In  the 
firat  instance  the  sphincter  centre  is  intact,  bat  its  excito  -  motor 
influences  cut  off;  in  the  2nd  instance  the  sphincter  centre  is  destroyed 
(fig.  14). 

The  motor  nerves  for  the  bladder  are  the  3rd  and  4th  sacral.  Stimu- 
lation of  these,  in  dogs  and  rabbits,  caused  contractions  of  the  sphincter; 
their  section  produced  paralysis.  The  setiso?y  nerves  of  the  bladder  run 
in  the  great  sympathetic,  and  thence  into  the  spinal  cord. 

Further,  Budge  found  that  electrical  stimulus  to  the  membranovis 
portion  of  the  urethra  caused  a  contraction  of  the  sphincter.  Finally, 
stimulation  of  the  inferior  cut  surface  of  the  spinal  cord  at  any  height 
causes  bladder  contractions.  From  all  this,  Power  in  an  able  article, 
to  which  I  am  mainly  indebted  for  these  facts,  concludes  as  follows : — 

"In  the  first  place,  looking  at  the  ordinary  sensations  that  are 
experienced  as  the  bladder  fills,  we  may  conclude  that  sensory  impres- 
sions, rising  gradually  in  intensity,  are  conveyed  (through  P)  to  the 
sensory  ganglia  (S),  from  whence  they  are  reflected  (through  d)  to  the 
motor  centre  (M),  and  from  thence  to  the  sphincter,  caiising  this  to 
contract  more  firmly. 

"If  the  bladder  becomes  greatly  distended,  the  impression  is  no 
longer  wholly  reflected,  but  passes  onwards  and  upwards  to  the  brain 
(through  S  and  along  X),  and  excites  conscious  uneasiness  or  pain. 
If  it  be  desired  to  retain  the  water,  an  impulse  is  transmitted  by  motor 
fibres  (through  Z)  to  the  motor  ganglion  (M),  and  the  excito -motor 
influence  (of  S)  on  the  sphincter,  is  intensified  by  the  will. 

"  But  suppose  that,  instead  of  holding  the  water,  it  be  desired  to 
discharge  it— what  happens  1  The  phenomena  that  are  then  presented 
seem  to  necessitate  the  admission  of  an  inhibitory,  restraining,  or 
regulating  centre,  which  must  be  in  close  proximity  with  the  excito- 
motor  centre,  and,  therefore,  at  the  lower  part  of  the  spinal  cord,  for 
the  action  of  the  will  in  this  matter  is  not,  like  its  own  voluntary 
muscles,  rapid  and  instantaneous,  but  is  exerted  only  after  the  lapse  of 
a  distinct  interval,  and  the  result  is  a  relaxation  of  the  sphincter. 
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'•We  may  conceive  this  impulse  to  pass  down  special  fibres  (Y)  to 
an  inhibitory  centre  (I),  which  may  either  act  directly  (through  L)  on 
the  motor  centre  (M),  or  possibly  may  send  branches  directly  to  the 
sphincter  muscles."  ! 

So  far  as  this  explanation  goes,  the  urine  could  be  expelled  by  the 
reflex  inhibition  of  the  sphincter's  activity,  without  any  contraction  of 
the  bladder.  There  may  be,  however,  a  nervous  impulse  transmitted  to 
the  muscular  tissue  of  the  bladder  also. 

III.  Mechanisvi  of  the  Expulsion  of  Urine  from  the  Bladder.  — ' 
Urination  probably  occurs  in  the  following  way :  —  Urine  trickles 
along  the  ureters,  which  aid  its  passage  by  peristalsis,  and  accumu- 
lates in  the  bladder,  which  is,  for  a  reason  to  be  given  further  on, 
flaccid  and  non-contracted.  As  the  bladder  distends,  it  assumes  the 
shape  seen  in  plates  by  Pirogofi",  Kohlrausch,  and  Ruedinger.  The 
vesical  sphincter  is  kept  closed  by  the  activity  of  .its  motor  centre,  until 
the  distention  reaches  the  amount  causing  uneasiness.  By  a  voluntary 
act  the  activity  of  the  motor  centre  for  the  vesical  sphincter  is  inhibited. 
The  muscular  fibre  of  the  bladder  by  its  contraction,  aided  by  the  intra- 
abdominal pressure  acting  at  right  angles  to  its  peritoneal  surface, 
expels  the  urine.  When  this  is  accomplished  the  bladder  has  the  shape 
seen  at  fig.  9.'  At  the  end  of  urination  we  find  that  the  strain  has  caused 
the  pelvic  floor  to  bulge  down ;  in  the  inspiration  following  it  rises 
somewhat. 

The  bladder  does  not  retain  its  contracted  shape,  as  this  would  involve 
prevention  of  the  entry  of  the  urine  from  the  ureters  into  it  (James), 
but  relaxes,  and  assumes  the  Y-shape  shown  at  PL  I. 

Thus  the  two  shapes  seen  at  fig.  9  and  PI.'  I.  are  accounted  for  by  the 
supposition  that  the  bladder  has  its  systole  and  its  diastole,  that  the 
shape  at  fig.  9  is  the  bladder  in  systole,  fixed  by  rigor  mortis  ;  that  the 
Y-shape  shows  the  bladder  in  diastole.  As  to  the  diastole  of  the  bladder, 
it  is  evident  that  the  bladder  must  relax  after  its  systole,  the  lower 
relaxed  half  taking  the  shape  of  the  subjacent  pelvis,  while  the  upper 
half  drops  into  this.  Further,  at  all  times  during  distention  the  bladder  " 
has  quite  the  form  one  would  expect  from  the  trickling  of  a  fluid  into  a 
viscus  having  the  Y-shape  on  vertical  mesial  section  already  described. 

Finally,  the  existence  of  systole  and  diastole  explains  the  anomalous 
sucking-back  of  the  flexible  catheter  into  the  bladder,  sometimes  expe- 
rienced at  the  end  of  urination.  In  regard  to  this  I  should  advance  the 
following  explanation  : — Let  us  suppose  an  ordinary  india-rubber  catheter 
passed  into  the  distended  bladder;  by  muscular  effort  of  the  bladder,' 
intra-abdominal  pressure,  and  relaxation  of  the  sphincter,  the  urine  is 
expelled  along  it  until  the  bladder  has  the  shape  seen  at  fig.  9.  As  the 
last  drop  of  urine  is  expelled,  atmospheric  pressure  acts  on  the  lower 
end  of  the  catheter,  and  probably  on  part  of  its  lower  lumen.  The 
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peritoneal  surface  of  the  bladder  is  under  less  pressure  during  relaxa- 
tion, because  the  ordinary  atmosplieric  pressure  transmitted  through  the 
abdominal  walls  is  partly  counteracted  by  the  elasticity  of  these  walls. 
At  the  end.  of  urination  the  pelvic  floor  rises  somewhat  from  its  bulging- 


FiG.  15. 

Perpendicular  Section  through  the  End  of  the  Rectum  {Ruedinger). 
1.  Mucous  membrane  of  the  rectum  ;  2.  Boundary  between  mucous  membrane  and  skin  of  buttock  ; 
3.  Fat ;  4.  Levator  ani ;  5.  Sphincter  ani  externus ;  9.  Fibres  of  longitudinal  layer,  separating 
external  sphincter  into  parts  ;  7.  Sphincter  ani  internus  ;  S.  Longitudinal  muscular  fibres,  which 
radiate  out  at  9  ;  13.  Longitudinal  fibres  of  muscularis  mucosfe,  which  radiate  out  at  12  ; 
11.  Circular  fibres  of  muscular  coat ;  6,  10,  and  14.  Slips  passing  into  tissue  beyond. 

down  position ;  accordingly,  the  catheter  is  pushed  by  atmospheric 
pressure  into  the  relaxing  bladder  (now  assuming  the  diastolic  form), 
and  becomes  coiled  up  in  its  lax  folds.  ^ 

•  The  following  experiment  shows  exceedingly  well  the  effect  of  atmospheric  pressure  :— Take  two 
test-tubes  of  such  a  size  that  one  fits  the  other  easily,  but  not  too  easily.    Fill  the  larger  half-full 
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I  should,  therefore,  urge  that  the  urine  is  expelled  by  the  muscular 
action  of  the  bladder,  aided  by  intra-abdominal  pressure,  and  that  the 
bladder  has  its  systole,  followed  by  a  relaxation. 

The  Rectum. 

The  rectum  is  so  placed  that  intra-abdominal  pressure  presses  its 
anterior  and  posterior  walls  against  one  another  (PI.  I.).  Intra- 
abdominal pressure  does  not  act  in  the  long  axis  of  the  rectum.  The 
cluneal  proof  of  this  is  absolute,  inasmuch  as  vaginal  pessaries  are  not 
forced  out  during  straining ;  the  vagina  lies  parallel  to  the  rectum,  and, 


Fig.  16. 

EeCTUM  distended  by  AlK,  SHOWING  THIRD  SPHINCTER  {ChodlHch). 

'■If 

as  intra-abdominal  pressure  presses  the  vaginal  walls  together,  it  must 
do  the  same  to  the  rectum. 

It  is  of  great  interest  to  note  that  the  anal  axis  cuts  the  vaginal  and 
rectal  axes  at  right  angles,  i.e.,  it  coincides  with  the  direction  of  intra- 
abdominal pressure. 

The  muscular  ai-rangements  of  the  rectum  are  of  importance  ;  we 
have  muscularis  mucosae,  and  unstriped  muscular  fibres,  circular  and 

with  water,  and  place  the  other  inside.    Then  invert  both,  and  at  once  the  inner  will  be  piislied  up 
by  atmospheric  pressure  as  the  water  flows  out.    The  full  explanation  of  all  the  features  of  this 
experiment  is  complex,  and  I  do  not  enter  into  it  at  present. 
See  also  Dr  Duncan's  paper  on  the  "  Retentive  Power  of  the  Abdomen." 
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longitudinal.  The  anus  is  guarded  by  circular  sphincters,  an  internal 
and  an  external— the  internal  partitioned  off  by  fibres  from  the  muscu- 
laris  mucosae;  the  external  divided  in  the  same  way  by  longitudinal 
fibres.  Thus,  the  longitudinal  fibres  are  attached  to  a  fixed  point  below 
(fig.  15).  About  ^  inches  from  the  anus,  we  have  the  so-called  "third 
sphincter ;  "  this  Chad  wick  describes  as  two  semicircular  folds  of  mucous 
membrane  with  circular  muscular  fibres,  lying  one  above  the  other,  and 
on  opposite  sides  (fig.  16).  So  far  as  we  have  gone  we  see  that  the 
rectum  is  so  placed  that  intra-abdominal  pressure  does  not  tend  to  expel 
its  contents,  and  that  the  lower  end  of  the  bowel  is  guarded  by  strong 
sphincters;  when  these  relax  we  get  the  axis  of  the  anal  canal  running 
in  such  a  direction  that  abdominal  pressure,  coinciding  with  it,  is  in  the 
line  most  favourable  for  the  expulsion  of  any  mass  lying  in  it. 

The  intestinal  contents  are  propelled  on  by  peristaltic  action,  the 
circulai*  fibres  of  the  colon  relaxing  to  allow  the  mass  to  pass  on,  and 
then  contracting  to  drive  it  further  down.  According  to  Hilton,  the 
sensitive  part  of  the  rectum  is  its  last  two  inches  ;  this  exactly  corre- 
sponds to  the  part  between  the  anus  and  third  sphincter. 

The  mechanism  of  the  expulsion  of  the  rectal  contents  is  probably  as 
follows : — We  have  relaxation  of  the  anal  sphincters,  and  contraction  of 
the  longitudinal  unstriped  muscular  fibres  of  the  bowel,  which  are 
attached  to  a  fixed  point  below.  The  circular  fibres  of  the  rectum, 
especially  the  sphincter  tertius,  contract,  and  intra-abdominal  pressure 
drives  the  rectum  down,  causing  the  pelvic  floor  to  bulge  markedly. 
The  rectal  contents  are  thus  elongated  and  driven  down,  partly  by 
intra-abdominal  pressm-e,  but  more  by  the  circular  fibres  and  downward 
eversion  of  the  rectal  mucous  membrane,  until  they  are  brought  within 
the  anal  canal,  where  intra-abdominal  pressure  completes  their  expul- 
sion. Relaxation  of  pressure  now  takes  place,  and  the  levator  ani  helps 
to  reinvert  the  protruded  mucous  membrane.  Chadwick  considers  the 
so-called  "  sphincter  tertius  "  to  act  as  a  detrusor  fsecium.  I  hardly 
agree  with  him.  The  view  I  should  advance  is,  that  the  part  of  the 
bowel  specially  engaged  in  defsecation  lies  below  this  sphincter,  that  the 
contraction  of  this  so-called  "  third  sphincter "  limits  the  eversion  of 
the  mucous  membrane  of  the  bowel  as  well  as  helps  on  the  passage  of  the 
rectal  contents,  and  that  it  forms  an  upper  boundary  to  the  rectal 
ampulla  on  which  intra-abdominal  pressure  acts.  It  is  exti-emely 
probable  that  during  the  expulsion  of  the  rectal  contents  the  part  of  the 
rectum  below  the  sphincter  tertius  is  pulled  forward  somewhat,  i.e.,  is 
brought  more  into  an  axis  favourable  to  the  action  of  intra.-abdominal 
pressure. 


Structural  Anatomy  of  the  Female  Pelvic  Floor. 
I  have  now,  in  the  last  place,  to  state  the  bearing  of  all  this  on  the 
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structural  anatomy  of  the  female  pelvic  floor.  The  floor  is  to  be  con- 
sidered from  three  points  of  view  :  parturition,  intra-abdominal  pressure, 
rectal  and  vesical  functions.  In  parturition  the  pubic  segment  is  drawn 
up,  and  lies  partially  above  the  brim  ;  in  the  non-parturient  woman  it 
is  pushed  against  the  sacral  segment  by  intra-abdominal  pressure.  But 
the  floor  is  partly  made  up  of  bladder  and  rectum,  which  contain  in 
their  walls  circular  unstriped  fibres,  whose  contraction  diminishes  the 
calibre  of  these  organs.  Now,  all  organs  with  such  an  arrangement 
have  their  periphery  almost  entirely  unattached.  In  the  pelvic  floor 
this  is  not  the  case.  There,  however,  we  find  the  bladder  and  rectum, 
where  in  contact  with  other  structures,  have  loose  tissue  intervening. 
The  bladder  has,  accordingly,  loose  tissue  in  front  and  behind;  the 
urethra  has  loose  tissue  in  front,  while  the  rectum  is  loosely  tied  to  the 
posterior  vaginal  wall.  This  is  necessary  to  permit  the  circular  fibres  of 
these  organs  to  contract.  This  provision,  however,  introduces  the  weak 
structural  points  in  the  floor,  so  that  we  find  intra-abdominal  pressure 
forcing  intestine,  though  rarely,  behind  the  bladder,  or  between  the 
vaginal  and  rectal  walls.  Much  more  commonly  it  drives  down  uterus 
and  pubic  segment  en  masse,  stripping  the  posterior  vaginal  wall  from 
the.  anterior  rectal  one. 

The  special  provision  for  the  functions  of  the  rectum  has  thus  intro- 
duced an  apparently  necessary  element,  which,  more  than  anything 
else,  leads  to  that  troublesome  hernia  called  prolapsus  uteri. 

The  Physics  of  the  Full-time  and  Parturient  Uterus. 

It  is  only  within  recent  years  that  sufficient  facts  have  accumulated 
to  enable  us  to  consider  the  question  indicated  above.  The  main  points 
have  been  ascertained  by  Bandl,  Schroeder  and  Stratz,  Waldeyer,  Barbour, 
Labs,  and  others,  and  are  related  to  the  anatomy  of  the  lower  uterine 
segment,  the  physical  conditions  of  the  full-time  pregnant  and  parturient 
uterus,  and  the  remarkable  clinical  facts  observed  in  labour  by  Schroeder 
and  Stratz.  • 

I  purpose  taking  up  this  question  in  the  present  chapter  under  the 
following  divisions — 

1.  The  Relation  of  Uterine  Wall  to  Uterine  Contents. 

2.  The  Nature  and  Phases  of  Uterine  Contraction. 

3.  The  Physics  of  the  Expulsion  of  the  Foetus  during  Labour. 

1.  The  Relation  of  Uterine  Wall  to  Uterine  Contents. — The  conditions 
of  the  uterine  wall  must  be  considered  in  frozen  sections  of  the  entire 
cadaver,  as  it  is  only  by  studying  these  that  we  can  attain  correct 
conceptions.  This  limits  one,  for  pregnancy,  to  the  sections  of  Braune 
and  Waldeyer,  where  the  entire  cadaver  was  frozen,  and  the  fostus  and 
other  contents  lifted  out  to  display  the  uterine  shape. 
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It  will  be  found  then  that  the  uterine  wall  is  passive,  and  is  moulded 
to  the  contents  by  intra-abdominal  pressure.  The  most  striking  proof 
of  this  is  given  in  those  cases  where  the  liquor  amnii  is  less  abundant, 
and  where  the  uterine  wall  accordingly  follows  more  or  less  the  outline 
of  the  foetus.  Thus  Waldeyer  figures  a  coronal  section  of  an  early 
pregnancy  where  the  uterus  can  be  seen  moulded  on  the  leg  of  the 
fcetus;  while  in  his  drawing  of  the  uterus  in  advanced  pregnancy  the 
uterine  wall  shows  evidence  of  the  pressure  of  the  intestinal  coils.  In 
some  drawings,  such  as  that  by  Braune  (Tab.  B),  the  uterine  wall  is 
smooth  in  cbntour,  but  this  merely  indicates  that  the  presence  of  liquor 
amnii  in  a  certain  amount  prevents  the  uterus  being  moulded  on  the 
fffitus,  and  is  in  itself  proof  again  of  the  moulding  of  the  uterine  wall  on 
the  uterine  contents.  Further,  the  posterior  wall  of  the  uterus  shows 
evidence  of  plasticity,  inasmuch  as  it  is  moulded  to  the  irregularities  of 
the  spinal  column.  The  full-time  uterus  is  therefore  a  slackly-filled- 
sac  moulded  on  its  contents  by  intra-abdominal  pressure,  and  taking  in 
certain  cases  an  impression  of  its  rigid  surroundings.  In  a  cast  of  the 
pregnant  uterus  of  an  ape  I  found  the  fcetus  distinctly  figured  (y.  Chap. 
VII.  and  Plate  VI.). 

2.  The  Nature  and  Phases  of  Uterine  Action. — Hitherto  our  notions 
of  this  have  been  extremely  crude,  and  obstetricians  have  not  applied, 
as  they  might  have  done,  certain  well-known  facts  in  regard  to  muscular 
action.  In  any  good  text-book  of  physiology  it  will  be  found  that  the 
miiscular  contraction  is  succeeded  by  a  phase  where  the  muscle  resumes 
its  former  shape  which  had  been  deformed  by  the  contraction.  This 
is  due,  according  to  the  belief  of  most  physiologists,  to  the  elasticity 
of  the  muscle. 

The  following  sentences  from  a  well-known  text-book  of  physiology  put 
the  matter  briefly.  Thus  Foster  says,  "  there  appeal's  to  be  a  minute 
diminution  of  bulk,  not  amounting  to  more  than  one-thousandth." 
"  The  shortening,  as  we  have  seen,  is  followed  by  a  relaxation,  the 
muscle  returning  to  its  original  length.  This  is  brought  about  by  the 
elastic  reaction  of  the  muscular  substance  itself"  (p.  54,  3rd  edit.).  It 
may  be  said  that  this  holds  good  for  striped  muscle  only,  but  the  same 
is  the  case  in  xmstriped  muscle.  Helme,  who  investigated  the  action  of 
the  sheep's  uterus,  found  that  a  contraction  curve  was  made  up  of 

"  (1)  The  contraction  ; 

(2)  The  maintenance  of  contraction  ; 

(3)  The  relaxation." 

and  says — 

"The  relaxation  is  probably  due  therefore  to  the  muscular  fibres 
themselves,  either  from  elastic  reaction  or  active  contraction  in  another 
plane  "  (p.  82). 
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Tlie  utei  ■iiie  muscle,  whethei"  in  a  sheep's  corrni  or  a  woman's  uterus 
bounds  a  potential  or  an  actual  cavity  filled  with  contents.  This  cavity 
has  a  certain  area,  and  during  contraction  tliis  area  is  diminished,  while 
during  relaxation  it  is  increased.  Helme  shows  this  graphically  and 
obtained  tracings  recording  it.  It  is  of  special  importance  for  us  to  under- 
stand this  in  tlie  uterus  \mmcdi\&tQ\y  post-partum.  We  have  then  a  thick- 
walled  uterus  with  its  characteristic  division  into  retracting  portion  above 
the  retraction-ring  and  flaccid  thinner  portion  (lower  uterine  segment 
and  cervix)  below  the  ring.  The  retracting  portion  alone  concerns  us. 
Its  potential  cavity  is  practically  two  anterior  and  posterior  triangular 
surfaces,  apex  downwards,  always  in  contact.  When  a  contraction 
comes  on,  these-two  have-their  superficial  area  diminished^and  practically 
slide  on  one  another ;  when  relaxation  ensues,  their  superficial  area 
increases,  again  the  sliding  motion  occurs,  and  no  hollow  cavity  is  ever 
formed  although  the  walls  may  be  separated  by  blood  effusion. 

In  the  uterus  containing  the  child  or  placenta  we  get  a  filled  cavity ; 
the  walls  are  separate  but  the  space  between  them  always  contains 
fluid,  or  foetus,  or  placenta. 

We  must  therefore  in  practical  obstetrics,  in  an  actual  pain,  dis- 
tinguish— 

(1)  The  Retraction  ; 

(2)  2^he  Relaxation  due  to  Elastic  Recoil  of  the  Muscle. 

(1)  The  Retraction. — This  is  more  than  a  contraction  and  indicates 
that  in  the  relaxation  the  muscle  does  not  resume  its  original  condition 
but  retains  a  certain  amount  of  its  thickening,  and  diminution  of  bulk. 
Retraction  is  always  accompanied  by  diminution  in  internal  uterine 
area. 

(2)  The  Relaxation  due  to  Elastic^RecoiLof  the  Muscle. — I  only  remark 
on  this  head  that  this  phase  of  uterine  action  has  been  strangely  neglected 
in  obstetrics  and  that  it  is  accompanied  by  increase  in  internal  uterine 
area.  The  uterus  softens  and  becomes  moulded  or  impressed,  though 
slightly,  by  the  surrounding  organs. 

3.  I'he  Physics  of  the  Expulsion  of  the  Fvetus  during  Labour. — At  the 
beginning  of  labour  we  have  the  slack-walled  uterus  in  the  abdomen 
and  moulded  by  intra-abdominal  pressure  on  its  contents,  the  foetus  and 
liquor  amnii.  The  fundus  uteri,  on  palpation,  lies  at  the  level  of  the 
margins  of  the  ribs  on  the  right  side.  The  foetus  lies  doubled  up,  head 
usually  lowest,  and  so  compacted,  that  from  head  to  breech,  it  measui'es 
half  its  length  (Ahlfeld). 

The  well-known  foetal  attitude  is  present,  i.e.,  thighs  flexed  on  abdomen, 
legs  on  thighs,  feet  on  tibiae ;  the  arms  are  folded  across  the  chest  and 
the  head  bent  forward  on  the  sternum.  It  forms  thus  a  compacted  ovoid, 
with  the  breech.touching  the  fundus  and  the  head  at  the  os  internum. 
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When  labour  sets  in,  a  very  remarkable  series  of  phenomena  develops. 
Our  knowledge  of  these  is  mainly  due  to  an  exceedingly  able  pap6r 
by  Schroeder  and  Stratz,  confirmed  by  the  wonderful  series  of  frozen 
sections  of  the  various  stages  of  labour  we  now  possess.  I  must  confess 
that  I  at  one  time  felt  sceptical  and  hostile  to  their  views  but  I  am 
now  convinced  of  their  accuracy  and  the  great  ability  of  the  clinical 
research. 

Schroeder  and  Stratz  showed  that  during  labour  the  fundus  uteri 
remained  at  nearly  the  same  level  as  it  did  at  the  end  of  pregnancy. 
During  the  pains  the  uterus  erects  itself  and  passes  forwards  somewhat 
but  the  fundus  sinks  only  very  slightly. 

But,  it  may  be  urged,  the  child  is  descending;  the  fundus  must  sink  in 
proportion.  This  is  precisely  where  the  point  lies.  It  has  been  shown 
that  during  the  pains  the  foetus  becomes  elongated  and  straightened, 
and  the  original  foetal  attitude  undone  by  the  legs  being  in  part  extended. 
The  whole  contents,  foetus  and  liquor  amnii,  are  still  accurately  pressed 
upon  both  during  the  pain  and  after  it.  At  the  end  of  the  second 
stage  therefore  there  is  liquor  amnii  between  the  foetus  and  fundus. 
This  -was  observed  clinically  by  Schroeder  and  Stratz  and  confirmed 
bv  Barbour  in  his  section  of  a  woman  who  died  when  the  foetal  head 
was  on  the  perineum. 

A  still  more  remarkable  fact  is  that  during  the  third  stage  of  labour 
the  fundus  remains  high  (provided  the  patient  be  chloroformed  so  as  to 
abolish  intra-abdominal  pressure)  until  the  placenta  is  separated  and 
expelled  below  the  retraction-ring. 

All  these  facts  can  be  verified  by  palpation  during  labour,  and  the 
elongation  of  the  foetus  can  be  ascertained  by  the  use  of  callipers,  one 
knob  being  placed  on  the  child's  head  internally,  the  other  on  the  breech 
externally.  The  measurement  between  fundus  and  symphysis  is  almost 
^  fixed  one  during  the  first  and  second  stages,  viz.,  a  little  more  than 
24  cm. 

In  a  recent  paper  Hoft'heinz  has  confirmed  these  facts  exactly. 

But  by  abdominal  palpation,  interesting  points  can  be  made  out  in 
regard  to  the  uterus  itself.  One  may  map  out  the  retraction-ring,  the 
high  position  of  the  bladder  and  the  round  ligament,  the  left  usually. 

We  see  therefore  that  the  uterus  during  the  first  stage  is  mainly 
concerned  with  the  canalisation  of  the  lower  uterine  segment,  cervix  and 
pelvic  floor;  that  during  the  second  stage,  intra-abdominal  pressure 
plays  a  very  important  part ;  that  in  the  third  stage  intra-abdominal 
pressure  is  also  a  great  factor  in  expelling  the  separated  placenta.  Thus 
far  for  the  purely  clinical  features. 

We  must  trace,  however,  more  exactly  what  happens  during  the 
expulsion  in  relation  to  special  points. 

In  the  first  stage  it  is  during  the  pain  that  the  uterus  takes  a 
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definite  shape  probably  seen  in  Braune's  Plate  C.  As  the  result  of  the 
pain  we  get  (1)  a  redistribution  of  the  uterine  contents,  the  liquor  amnii 
forming  the  fore  Avaters ;  (2)  an  elongation  of  the  foetus  and  an  undoing 
of  the  foetal  attitude  so  that  the  foetus  becomes  rudely  quadrupedal  and 
finally  almost  fully  straightened  at  the  end  of  labour.  This  is  very  well 
shown  by  Barbour's  cast. 

When  the  pain  dies  off,  the  firm  uterus  relaxes,  becoming  applied  to 
the  uterine  contents.  We  have  here  to  consider  how  this  happens.  So 
far  as  the  contents  are  concerned  the  foetus  retains  in  part  the  undoing 
of  its  attitude,  while  the  liquor  amnii  becomes  distributed  into  any 
chinks  formed  by  the  foetus  as  the  uterine  compressive  power  is  with- 
drawn. The  liquor  amnii  is  a  perfect  fluid  while  the  foetus  is  semi- 
plastic  and  therefore  will  respond  more  perfectly  to  negative  pressure 
changes. 

During  the  pain  as  we  have  seen  the  uterus  takes  a  definite  shape 
but  when  the  pain  dies  off  and  it  becomes  flaccid  we  get  intra-abdominal 
pressure  moulding  it  again  on  its  contents.  The  factors  here  are  com- 
plex and  undoubtedly  the  elasticity  of  the  canalised  tissues  as  well  as 
the  elasticity  of  the  foetal  tissue  itself  have  a  bearing  not  as  yet  fully 
grasped. 

During  this  first  -  stage  mechanism  there  is  therefore  a  general 
contents  pi-essure  established  in  the  foetus  and  liquor  amnii,  but  the 
contents  are  in  the  main  elongated  and  therefore  lower,  as  already 
explained,  while  the  lower  uterine  segment  has  become  completely,  and 
the  pelvic  floor  in  part,  canalised. 

During  the  second  stage  the  mechanism  has  several  new  features  in  it. 

The  uterus  undoubtedly  acts,  but  not  normally,  as  a  further  canalising 
agent.  It  establishes  tension  on  the  round  ligaments  and  other  under- 
supports  of  the  uterus,  and  thus  grasping  the  contents,  forms,  as  it  were,  an 
ellipsoid  for  the  intra-abdominal  pressure  to  act  on  during  the  second  stage. 
The  circular  muscular  fibres  are  probably  active  and  compressive. 

Intra-abdominal  pressure  is  undoubtedly  a  great  factor  in  expulsion 
during  the  second  stage.  When,  by  a  pain,  the  head  is  partially  driven 
deeper  into  the  pelvic  cavity,  strong  reflex  intra-abdominal  pressure  is 
set  up,  and  the  uterus  and  its  contents  subjected  to  a  compression  that 
depresses  the  presenting  part  markedly.  This  depression  is  due  to 
elongation  of  the  foetus,  to  some  slight  depression  of  the  uterus  as  a 
whole,  and  to  an  actual  driving-on  of  the  foetus  as  a  whole  owing  to  the 
presence  of  liquor  amnii  between  the  breech  and  fundus.  The  exact 
explanation  of  this  last  point  is  one  of  great  interest.  As  a  matter  of 
fact,  the  onward  progress  of  the  foetus  is  in  part  due  to  a  relative 
displacement  of  the  uterine  contents — the  liquor  amnii  (in  part)  lying 
towards  the  end  of  labour  where  it  did  not  lie  at  the  beginning,  viz., 
between  the  bpeech  apid  fundus.    How  is  this  ?    It  arises,  I  believe,  as 
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follows.  When  what,  we  term  a  second  stage  pain  comes  on,  the  uterus 
retracts  and  tlie  presenting  part  becomes  lower.  This,  however,  is 
slio-ht,  as  one  notes  specially  when  narcosis  is  too  deep.  In  light 
anesthesia,  or  without  it,  the  patient  begins  to  strain  and  we  get  great 
increase  of  the  intra-abdominal  pressure,  due  to  the  action  of  the 
diaphragm  and  abdominal  muscles.  The  effect  of  this  addition  of  intra- 
abdominal pressure  is  to  cause,  usually  in  a  multipara,  marked  progress 
of  the  foetus.  When  the  pain  dies  off,  the  intra-abdominal  pressure  and 
intra-uterine  pressure  fall,  the  uterine  capacity,  as  well  as  the  purely 
intra-abdominal  capacity,  increases,  and  the  upper  portion  of  the  fcetus 
and  the  liquor  amnii  responding  to  this  (the  head  being  more  fixed),  we 
get  passage  upwards  of  the  limbs  and  liquor  amnii.  This  becomes  more 
marked  the  lower  the  head  descends,  as  it  then  is  more  fixed,  so  that 
ultimately,  at  the  very  end  of  labour,  we  get  the  foetus  markedly 
straightened,  the  limbs  more  extended,  and  the  bulk  of  the  liquor  amnii 
in  the  fundal  region  of  the  uterus.  When  the  final  pain  comes  on,  we 
get  the  expulsion  of  the  foetus  caused  mainly  by  the  intra-abdominal 
pressure  markedly  compressing  the  uterine  contents,  and  by  the  effectual 
pressure,  inter  alia,  of  the  upwardly  displaced  liquor  amnii.  All  must  have 
noticed  frequently  the  gush  of  water  following  the  birth  of  the  breech. 
I  may  summarise  this  question  as  follows. 

Hoiu  is  the  child  expelled  from  the  uterus,  the  fundus  remaining  through- 
out at  an  almost  constant  level  ? 

FiEST  Stage. — Poiver  here  is  uterus  alone. 

Action. — Canalisation  of  lower  uterine  segment  and  cervical  canal ; 
elongation  of  foetus  and  partial  undoing  of  foetal  attitude  ;  little  actual 
descent  of  foetus  as  a  whole,  but  lowering  of  presenting  part. 

Second  Stage. 

Action  of  Uterus.  —  This  is  slight,  and  consists  in  its  establishing 
tension  on  round  ligaments  mainly  and  in  the  continued  action  of  the 
circular  fibres,  and  in  its  forming  with  uterine  contents  a  plastic  mass  to 
be  compressed  by  intra-abdominal  pressure. 

Intra-abdominal  pressiire  is  main  expulsive  agent  in  second  stage.  By 
it  we  get — 

(1)  Elongation  and  straightening  of  foetus  during  the  positive 

pressure. 

(2)  Displacement  upwards  of  limbs  and  of  liquor  amnii  when  the 

pressure  falls. 

(3)  Ultimate  expulsion  of  foetus  by  pressure  on  displaced  foetal 

limbs  and  liquor  amnii. 
The  fundus  thus  remains  practically  unaltered  in  level  until  the  head 
is  born. 

The  moulding  of  the  foetus  causing  its  elongation  is  aided  by  the 
grip  of  the  retraction  ring. 
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Comparison  of  the  Expulsive  Phenomena  proper  to  the 

Abdominal  Cavity. 

The  expulsion  of  urine,  of  the  rectal  contents,  and  of  the  fcetus,  have 
all  this  in  common,  that  the  expelled  mass  is  moulded  and  that  the 
expelling  powers  are  an  unstriped  muscular  organ  and  intra-abdominal 
pressure. 

In  Urination  we  have  relaxation  of  the  urethra  and  expulsion  of  the 
markedly  moulded  stream  of  urine  by  vesical  action  and  intra-abdominal 
pressure.  The  action  of  the  bladder  is  put  at  a  minimum  by  some,  and 
is  probably  not  so  active  as  in  the  lower  animals.  The  upright  posture 
gives  intra  abdominal  pressure  special  advantages,  and  it  is  possible  that 
in  the  evolution  of  this,  the  bladder  has  lost  some  of  its  more  active 
function. 

In  Defcecation  the  expulsive  phenomenon  is  more  complex.  As  already 
shown,  Avhen  the  fsecal  semi-plastic  unmoulded  mass  passes  the  sphincter 
tertius,.  we  get  uneasy  sensations  and  necessity  for  expulsion.  In  this, 
we  get  relaxation  of  the  anus,  a  roofing-in  of  the  lower  rectal  segment, 
either  by  the  sphincter  tertius  or  by  mere  mucous  membrane  apposition, 
so  that  we  get  a  limited  muscular  expulsive  oi'gan  formed  as  it  were. 
By  the  muscular  contraction  of  this  segment,  but  especially  by  intra- 
abdominal pressure,  we  get  the  fsecal  mass  driven  out,  elongated,  and 
moulded  by  the  anus  into  the  characteristic  healthy  "  stool." 

Here  the  problem  of  expulsion  is  more  complex  than  in  urination,  and 
less  so  than  in  the  expulsion  of  the  fcetus,  inasmuch  as  the  faecal  mass 
is  discharged  in  segments. 

In  Labour  we  get  a  mechanism  of  expulsion  quite  analogous  to  that  of 
defsecation.  There  is  canalisation  of  the  lower  segment,  cervix,  and 
pelvic  floor,  depression  of  the  fcetus  by  its  elongation  and  moulding,  and 
finally  its  expulsion  mainly  by  intra-abdominal  pressure.  In  labour, 
owing  to  the  evident  fact  that  the  foetus  is  discharged  entire,  we  get  a 
new  phenomenon,  viz.,  the  relative  displacement  of  uterine  contents,  so 
that  the  lower  limbs  are  extended  and  the  liquor  amnii  displaced  up. 

These  three  expulsive  phenomena  are  thus  quite  analogous  in  their 
mechanism,  and  the  mechanisms  of  defsecation  and  the  expulsion  of  the 
foetus  are  identical. 


CHAPTER  VI. 


ON  THE  STRUCTURE  OF  THE  HUMAN  PLACENTA,  WITH 
SPECIAL  REFERENCE  TO  THE  ORIGIN  OF  THE 
DECIDUA  REPLEXA. 

In  investigating  the  structure  of  the  advanced  extrauterine  placenta,  one 
of  the  authors  was  struck  with  the  fact  that  the  placenta  developed  there 
entirely  in  connective  tissue.  In  the  placenta  of  advanced  normal 
gestation,  it  has  been  supposed  by  many  good  observers  that  the  foetal 
villi,  in  addition  to  their  own  epithelium,  derived  a  covering  from  the 
maternal  epithelium, — from  the  surface  epithelium  of  the  serotina,  or 
from  that  of  the  xiterine  glands.  The  generally  accepted  view  in  regard 
to  the  human  placenta  has  been  that  the  villi  of  the  fertilised  ovum 
grafted  themselves  on  a  portion  of  the  hypertrophied  mucous  membrane, 
this  portion  being  now  termed  the  decidua  serotina  ;  that  by  the  mutual 
ingrowth  of  the  serotina  and  villi  the  placenta  was  formed  ;  while  round 
the  developing  ovum  there  very  early  grew  coalescing  folds  of  decidua, 
the  so-called  decidua  reflexa.  On  the  one  hand  were  the  chorionic  villi 
covei'ed  by  the  foetal  epithelium,  on  the  other  the  connective  tissue  of 
the  serotina  with  its  special  layer  of  epithelium, — these  forming  as  it 
were  the  elements  from  which  the  complex  placenta  was  to  evolve. 

This  view  is  highly  unsatisfactory,  so  far  as  the  human  placenta  is 
concerned.  It  does  not  explain  the  overwhelming  frequency  with  which 
the  human  fertilised  ovum  grafts  itself  on  a  certain  area  of  the  genital 
tract,  viz.  in  the  uterine  cavity  proper ;  it  assumes  a  function  for  the 
surface  epithelium  which  has  never  been  proved ;  and,  finally,  it  leaves 
the  origin  of  the  decidua  reflexa  a  complete  mystery.  Why  should 
decidual  folds  at  the  edge  of  the  serotina  rise  and  cover  in  the  ovum, 
however  various  its  site  within  the  normal  limit? 

The  present  investigation  was  therefore  begun  to  ascertain  the  part 
played  in  the  development  of  the  human  placenta  by  the  surface  epithe- 
lium of  the  decidua  serotina  ;  to  discover  if  possible  a  feasible  explanation 
of  the  overwhelming  frequency  with  which  the  fertilised  human  ovum 
gi-afts  itself  in  the  cavity  of  the  uterus  proper,  and,  finally,  to  investigate 
the  nature  of  the  reflexa. 

In  approaching  these  questions,  we  found  the  greatest  help  in  the 

invaluable  monographs  of  Sir  William  Turner,  On  the  Comparative 
B 
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Anatomy  of  the  Placenta.  The  microscopic  investigations  of  Hubrecht, 
Duval,  Langhans,  Kastschenko,  Minot,  Frommel,  Gottschalk,  and  many 
others,  gave  us  not  only  valuable  facts,  but  enabled  us  to  compare  oin- 
own  residts  with  theirs. 

One  of  the  most  important  factors  in  such  an  investigation  as  the 
present  is  the  material  at  the  disposal  of  the  workers,  its  freshness,  and 
the  methods  employed  for  its  preservation  and  examination.  In  the 
lower  animals,  as  a  rule,  the  specimen  can  be  obtained  immediately  after 
the  animal's  death,  and  at  once  prepared  for  microscopic  examination  in 
the  best  manner  possible.  In  the  case,  however,  of  human  uteri  it  is 
different,  as  the  specimens  are  usually  obtained  from  twenty-four  to 
thirty-six  hours  after  death,  and  thus  their  value  is  greatly  deteriorated, 
especially  as  regards  free  mucous  surfaces,  where  the  epithelial  covering 
soon  becomes  lost.  The  authors  were  specially  fortunate  in  their  speci- 
mens, as  one  early  pregnant  uterus,  about  the  sixth  or  seventh  week, 
was  extirpated  from  a  patient,  owing  to  cancer  of  the  vaginal  portion  of 
the  cervix,  and  placed  in  corrosive  sublimate  solution  a  few  minutes 
after  its  removal.  A  second  specimen  of  a  full  time  pregnant  uterus 
was  obtained  from  a  patient  who  died  suddenly,  and  on  whom  2Msi- 
mortem  Csesarean  section  was  performed  in  the  child's  interest.  The 
uterus  was  also  removed  at  the  same  time,  and  very  shortly  afterwards 
hardened  in  corrosive  sublimate  and  alcohol.  The  specimens  examined 
were  as  follow  : — 

Rahhit. — (1)  Unimpregnated  uterus;  (2)  impregnated  ovum  at  fourth 
day;  (3)  impregnated  ovum  at  eighth;  (4)  impregnated  ovum  at 
eleventh  ;  (5)  impregnated  ovum  at  fourteenth  ;  (6)  impregnated  ovum 
at  twentieth  day  ;  (7)  placenta  at  full  time  ;  (8)  post-partum  uterus. 

Sheep. — Unimpregnated  uterus,  and  many  very  early  pregnancies,  the 
dates  of  which  could  not  be  ascertained. 

Rat.  —OwQ  near  full  time  (white  rat). 

Human. — (1)  Several  early  abortions;  (2)  six  weeks'  pregnant  uterus 
in  complete  preservation ;  (3)  two  months'  aborting  uterus ;  (4  and  5) 
three  months'  pregnant  uteri  with  foetus  expelled  (two  specimens) ; 
(6)  four  months'  uterus ;  (7)  four  and  a  half  months'  uterus ;  (8)  two 
six  months'  uteri;  (9)  full-time  pregnancy;  (10)  two  third  stage  uteri 
(full  time).  All  of  these  were  in  a  good  state  of  preservation,  while  2, 
8,  and  9  were  quite  perfect. 

The  method  of  preparation  employed  varied  in  different  cases.  As 
fixing  agents,  Flemming's  "strong"  solution,  a  saturated  Avatery  solution 
of  picric  acid,  and  a  Avatery  solution  of  corrosive  sublimate  saturated  by 
boiling,  were  used  in  different  cases,  and  to  control  one  another.  The 
early  rabbits'  uteri  were  fixed,  after  cutting  them  into  segments,  either 
unopened  in  the  case  of  the  fourth  day  uteri,  or  in  the  eight  days'  uteri, 
after  a  window  had  been  made  in  the  side  away  from  the  mesometrium 
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to  allow  the  escape  of  the  amniotio  Huicl  and  the  entrance  of  the  fixing 
ao-ent.  The  later  rabbits'  uteri  wore  all  opened  before  fixing,  as  were 
also  the  sheep's,  rat's,  and  luunan  uteri.  All  the  specimens  were 
liardened  in  alcohol,  and  cut  in  paraffin,  the  smaller  uteri  and  placentaj 
being  cut  in  series.  The  sections  were  fixed  on  the  slide  by  the  method 
described  by  one  of  the  authors  (Journal  of  Anatomy/  and  Physiology, 
1891);  stained,  as  a  rule  witli  hicmatoxylin  and  eosin  (though  gentian 
violet,  iodine  green,  and  other  anilines,  were  sometimes  used)  and 
mounted  in  balsam. 

Results  of  Examination  of  Impregnateb  Ova  of  Rabbit,  Rat, 

AND  Sheep. 

We  do  not  propose  to  give  a  detailed  description  of  the  appearances 
found  in  these  placenta).  This  will  more  appropriately  appear  at 
another  time ;  for,  while  the  pregnant  uteri  of  these  mammals  present 
many  interesting  features,  the  structure  of  their  placentae  differs  too 
much  from  that  of  the  human  placenta  to  allow  of  any  very  profitable 
comparison.  For  example,  the  villi  of  the  rabbit's  placenta  are  totally 
unlike  the  human  villi ;  the  so-called  decidua  reflexa  of  the  rat  is  merely 
a  cup-shaped  elevation  in  which  the  placenta  lies,  and  though  the  villi  of 
the  sheep's  placenta  have  some  points  of  resemblance  to  those  of  the 
human  chorion,  the  manner  of  their  implantation,  in  specially  differen- 
tiated parts  of  the  uterine  sui-face,  is  so  unlike  what  takes  place  in  the 
human  uterus,  that  it  is  doubtful  how  far  one  is  entitled  to  institute  a 
comparison. 

The  following  points  are  the  main  ones  which  can  be  brought  into  line 
with  facts  in  the  history  of  the  human  placenta  : — 

Rabbit. — Here,  as  Duval,  Minot,  and  others  have  already  shown,  the 
uterine  epithelium  becomes  immensely  hypertrophied  and  degenerated 
over  the  two  folds  of  the  mucosa  next  the  mesometrium,  the  site  of  the 
future  placenta.  At  that  point  on  the  circumference  of  the  blastoderm, 
which  comes  in  contact  with  these  projecting  folds,  the  foetal  ectoderm 
becomes  thickened,  and  before  the  mesoderm  has  grown  xi-p  to  support 
it,  it  becomes  attached  to  the  degenerated  uterine  mucosa,  which  rapidly 
disappears  before  it  (see  Plate  IV.  fig.  6) ;  very  possibly  the  degenerated 
epithelial  cells  are  utilised  for  the  nutrition  of  the  "  ectoplacenta,  "  as 
Duval  proposes  to  call  this  epiblastic  proliferation.  The  mesoderm  soon 
grows  into  the  ectodermic  projections,  and  villi  of  a  sort  are  formed,  but 
these  differ  so  much  froni  the  villi  of  the  human  placenta  that  their 
history  need  not  be  farther  traced.  We  need  only  say  that  the 
ectoplacenta  loses  its  distinctness  very  soon,  and  seems  mainly  to  be 
employed  to  remove  the  superficial  parts  of  the  serotina,  if  we  may  so 
call  it. 

^a^.— The  only  point  of  special  interest  is  the  case  and  completeness 
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with  which  the  decidual  cells,  which  are  here  very  large,  can  be  shown 
to  be  derived  from  the  ordinary  connective-tissue  corpuscles  of  the 
serotina.  All  intervening  stages  can  be  found  in  the  layers  of  cells 
lining  the  so-called  decidua  reflexa.  In  other  respects  the  placenta  of 
the  rat  greatly  resembles  that  of  the  rabbit,  and  is  not  further  available 
for  our  present  purpose. 

Sheep.— YLevQ  the  structure  of  the  placenta  is  modified  by  pre-existence 
of  the  projections  on  the  uterine  wall,  which  combine  with  the  foetal  parts 
to  form  the  cotyledons.  These  projections,  in  the  non-pregnant  uterus, 
are  low,  round  cylinders  with  a  slightly  excavated  summit,  and  are  irregu- 
larly scattered  over  the  uterine  mucous  membrane.  They  consist  of  a 
delicate  connective  tissue  whose  strands  run  mainly  parallel  to  the 
surface,  and  which  is  traversed  by  numbers  of  long  capillaries  running 
mainly  at  right  angles  to  the  surface.  They  are  covered  by  a  single 
layer  of  cubical  epithelium,  and  there  are  no  glands,  though  in  the  rest 
of  the  uterine  mucous  membrane  these  are  numerous  and  well-formed. 
When  pregnancy  occurs,  the  blastoderm  very  rapidly  fills  up  the  uterus, 
and  on  the  parts  applied  to  these  projections  the  epiblast  (which  has 
usually  two  layers)  and  mesoblast  simultaneously  form  villi,  at  first  very 
short.  The  application  of  these  to  the  surface  of  the  uterine  projections 
is  soon  followed  by  the  degeneration  and  disappearance  of  the  uterine 
epithelium ;  and  the  further  history  of  the  placenta,  so  far  as  we  traced 
it,  is  comprised  in  the  growth  of  the  villi  into  the  cotyledon  and  the 
disappearance  of  the  connective  tissue  forming  this  before  their  growth. 
No  special  decidual  cells  are  formed,  and  the  connective  tissue  does  not 
show  any  marked  appearances  of  degeneration  before  its  removal.  The 
villi  retain  their  original  character. 

The  only  point  in  which  the  placentte  of  the  rabbit  and  sheep  agree 
is  in  the  way  in  which  the  uterine  epithelium  is  removed  by  the  foetal 
epithelium.  The  uterine  epithelium  becomes  absorbed  or  destroyed  by 
the  villi  which  then  come  in  contact  with  the  connective  tissue  of  the 
mucous  membrane.  It  is  possible  that  the  altered  epithelium  may 
have  a  nutritive  function  for  the  early  ovum. 

Human  Pregnancy  (Sixth  Week). 

(Foetus  one  and  a  quarter  inches  long.) — As  already  explained,  this 
specimen  was  exceptionally  well  preserved. 

Decidua  Vera. — Two  portions  were  especially  examined  (a)  at  the 
placental  edge  ;  {b)  at  the  lower  uterine  segment. 

(a)  At  the  placental  edge  there  is  an  evident  naked-eye  division  into  a 
compact  and  a  spongy  layer.  The  thickness  of  the  entire  decidua  is  about 
a  quarter  of  an  inch,  the  compact  layer  about  a  twelfth,  the  spongy  layer 
a  sixth.  The  surface  is  covered  with  a  single  layer  of  columnar  epithe- 
lium {see  Plate  V.  fig.  11).    The  cells  show  no  trace  of  cilia,  and  have 
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the  appearance  of  being  somewhat  degenerated,  tlie  intracelluhir 
network  is  swollen,  giving  the  protoplasm  a  very  granular  appearance, 
while  the  nuclei,  though  here  and  tliere  normal,  arc  often  irregular  and 
anguhu-  in  outline,  and  stain  faintly  with  lucmatoxylin.  The  compact 
layer  consists  mainly  of  a  felted  mass  of  large  decidual  cells,  whose 
diameter  is  generally  from  18  to  30  ^i,  but  which  vary  within  even  wider 
limits.  Their  nuclei  are- large,  and  are  of  a  connective-tissue  type. 
Scattered  among  these  are  a  certain  number  of  leucocytes  (not  very 
many)  and  traversing  the  layer  are  numerous  thin-walled  blood-vessels, 
and  the  generally  compressed  ducts  of  the  glands.  The  spongy  layer  is 
seeu  to  be  due  to  the  persistence  and  dilatation  of  the  uterine  glands.  The 
spaces  formed  in  this  way  are  very  large  (Plate  III.  fig.  1),  and  take  up 
most  of  the  layer,  the  trabeculai  of  decidual  tissue  between  being 
comparatively  narrow.  The  epithelium  lining  these  gland-spaces  varies 
considerably  in  character  ;  that  lining  the  ducts  and  the  spaces  nearest 
to  the  compact  layer  is  generally  somewhat  degenerated  and  flattened, 
the  epithelium  of  the  deeper  spaces  is  cubical  and  more  normal  in  appear- 
ance ;  while  the  epithelium  of  the  gland-spaces  close  to  the  muscular 
coat  is  cylindrical,  and  is  not  distinguishable  from  that  of  the  deep 
glands  of  the  normal  non-pregnant  uterus.  The  spaces  generally  contain 
granular  debris,  degenerated  epithelial  cells,  and  leucocytes.  In  the 
.  intergiandular  tissue  the  large  decidual  cells  are  not  so  numerous  as  in 
the  compact  layer,  and  there  are  proportionately  more  leucocytes. 

(6)  At  the^  loiver  uterine  ser/ment  the  decidua  is  of  about  the  same 
thickness,  but  the  compact  layer  is  relatively  much  thicker,  and  contains 
fewer  ducts,  while  the  spongy  layer  is  not  nearly  so  well  defined,  nor  are 
the  glands  so  much  dilated  nor  so  numerous  as  at  the  edge  of  the  placenta. 
The  surface  is  covered  by  epithelium  having  the  same  characters  as  that 
at  the  placental  edge. 

Decidua  Rbflbxa. — At  its  origin  where,  including  the  chorionic  villi 
embedded  in  it,  the  membrane  is  about  a  third  of  an  inch  in  thickness, 
this  has  the  same  structure  as  the  adjoining  vera;  it  looks  indeed  as  if 
the  compact  layer  of  a  part  of  the  decidua  vera  had  been  separated  from 
the  spongy  layer  below,  and  folded  back  so  that  the  surface  epithelium 
of  the  reflexa  came  in  contact  with  that  of  the  vera.  Indeed,  glands 
cau  be  seen  opening  on  the  outer  surface  of  the  reflexa  whose  deeper 
expansions  are  to  be  found  in  the  vera ;  the  ducts  are  folded  round  at 
the  junction  just  as  the  smface  epithelium  is.  There  are  other  glands 
opening  on  the  outer  surface  of  the  reflexa,  though  not  very  many,  whose 
fundi  do  not  pass  out  of  the  reflexa ;  but  these  glands  are  never  very 
long,  and  there  is  no  trace  of  a  spongy  layer  anywhere  in  the  reflexa,  nor 
do  any  glands  open  on  the  inner  or  fostal  surface  of  the  reflexa.  This 
surface  is  of  coui'se  occupied  by  the  chorionic  villi  at  this  stage,  and  the 
part  of  the  decidua  in  contact  with  them  has  the  structure  of  the  compact 
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luyer,  and  presents  appearances  like  tlmt  of  the  serotina  at  the  point 
where  the  villi  are  pushing  forward  into  it,-appearances  which  will 
presently  be  described. 

The  docidua  reflexa  retains  this  character  for  some  distance,  perhaps 
half  an  inch  or  so  from  its  origin,  but  as  it  thins  out  over  the  ovum  its 
structure  alters.  The  surface  epithelium  is  lost,  all  traces  of  glands 
disappear,  the  decidual  cells  become  more  and  more  degenerated  and  f^re 
replaced  ultimately  by  a  fibrinous  layer  which  contains  immense  numbers 
of  leucocytes,  most  of  which  are  also  degenerated.  Scattered  through 
this  layer  are  degenerated  villi,  denuded  of  epithelium  and  surrounded  by 
a  layer  of  fibrin.  The  villi  close  to  the  chorion  are  healthy  much  further 
up  the  decidua  than  the  outlying  ones  are ;  but,  at  the  very  top,  the 
reflexa  consists  only  of  a  thin  chorion  of  degenerated  foetal  connective 
tissue,  with  no  epithelial  covering,  and  external  to  this  a  few  strands  of 
fibrinous  looking  material  with  numbers  of  leucocytes. 

Placenta.— For  its  examination  sections  were  made  from  amnion  to 
muscular  coat,  and  in  these  there  are  to  be  seen  from  within  out,  amnion, 
chorion,  chorionic  villi,  maternal  portion  of  placenta,  and  muscular  coat. 

The  amnion  is  from  30  to  60  in  thickness,  and  made  up  of  flattened 
epithelium  with  flattened  nuclei  on  a  basis  of  connective  tissue. 

The  chorion,  0-1  to  0-2  mm.  thick,  is  slightly  separated  from  the 
amnion,  but  it  is  difficult  to  say  whether  this  separation  may  not  be 
partly  artificial,  as  there  seem  here  and  there  to  be  connective-tissue 
fibres  running  between  the  two.  The  connective  tissue  of  the  chorion 
is  of  the  usual  type.  The  epithelium  covering  its  outer  surface  varies 
from  place  to  place  along  the  main  chorion.  It  is  perhaps  most  usually 
a  single  layer  of  low  cubical  cells,  but  here  and  there  are  to  be  found  two 
layers,  when  the  appearances  are  the  same  as  those  about  to  be  described 
in  the  terminal  villi. 

The  chorionic  villi  are  formed  of  ordinary  foetal  connective  tissue  with 
blood-vessels  running  through  it.  The  latter  are  not  nearly  so  wide  nor 
so  numerous  as  they  become  towards  the  end  of  pregnancy.  The  special 
point  of  interest  in  regard  to  these  villi  is,  however,  their  covering, 
which  varies  somewhat  from  place  to  place.  Over  the  main  villus-stems; 
as  over  the  main  chorion,  there  is  often  a  single  layer  of  cells,  but  in 
some  places  on  these  larger  stems,,  and  almost  uniformly  over  the  smaller 
villi,  the  epithelium  consists  of  two,  sometimes  even  of  three,  layers  of 
cells  (Plate  IV.  figs.  2  and  5),  The  inner  .of  these  layers  consists  of 
cubical  cells,  with  a  lai-ge  nucleus  and  relatively  clear  protoplasm ;  the 
outlines  of  the  individual  cells  can  usually  be  made  out.  The  outer  layer 
consists  of  cells  more  or  less  degenerated,  the  protoplasm  is  granular, 
and  stains  more  deeply  with  eosin  than  tliat  of  the  inner  layer  of  cells, 
the  outline  of  the  cells  can  seldom  be  made  out,  the  nuclei  are  smaller 
than  those  of  the  inner  layer,  stain  deeply,  and  are  often  flattened  or 
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uiicular:  there  is,  in  sliort,  every  reason  to  regard  this  htyer  as  one 
derived  from  proliferation  of  the  inner  layer.  The  ectoderm  of  the  f(X)tus 
itself  in  this  pregnancy  has  two  layers,  and  presents  appearances  almost 
identical  with  that  of  the  epithelium  covering  its  villi.  The  viUi  of  a  J 
parts  of  the  placenta  which  were  examined,  and  the  undegenerated  villi 
embedded  in  the  decidua  reflexa,  all  had  this  structure  (except  those 
villi  which  were  embedded  in  a  fibrinous  mass,  which  will  be  described 
shortly),  and  in  none  of  the  dozens  of  sections  systematically  examined 
was  there  any  appearance  luJdch  could  give  rise  to  the  suspicion  thai 
the  mate^-nal  epithelium  had  any  part  in  forming  the  covering  of  the 
villi,  or  that  there  was  anywhere  an  endothelial  covering  external  to  the 
ejritheliuvi. 

The  intervillous  spaces  do  not  seem  to  contain  blood  in  this  specimen  ; 
near  the  chorion  they  seem  indeed  to  be  empty,  while  near  the  maternal 
part  their  only  contents  seem  to  be  degenerated  debris,  apparently  the 
remains  of  part  of  the  decidua  serotina.  Here  and  there  in  the  part  of 
the  tcjbtal  placenta  next  the  maternal  portion,  are  islets  of  this  degenerated 
decidual  tissue,  in  some  of  which  villi  are  embedded,  and  these  villi,  as 
well  as  those  which  are  here  and  there  embedded  in  the  surface  of  the 
decidua  serotina  and  reflexa,  are  sometimes  without  any  epithelial  cover- 
ing. The  connective-tissue  part  of  the  villus  is  generally  surrounded  by 
a  ring  of  fibrinous-looking  material,  probably  the  same  as  that  whose 
origin  from  the  epithelium  Minot  discusses  at  length. 

There  are  also  in  relation  to  many  of  the  terminal  villi,  peculiar  masses 
of  cells,  which  will,  however,  be  more  appropriately  described  after  the 
decidua  serotina  has  been  discussed. 

Decidua  Serotina. — The  portion  of  this  layer  which  remains  beneath 
the  rapidly  advancing  foetal  placenta  is  only  about  half  the  thickness  of 
the  decidua  vera,  and,  like  it,  can  be  divided  into  a  compact  and  a 
spongy  layer,  with  this  difference,  however,  that  whilst  in  the  vera  the 
spongy  layer  is  twice  as  thick  as  the  compact  layer,  in  the  serotina  the 
compact  layer  is  at  least  twice  the  thickness  of  the  spongy  layer,  and 
contains  hardly  any  glands  or  ducts ;  these  are  almost  entirely  confined 
to  the  spongy  layer.    The  compact  layer  presents  other  differences  from 
that  of  the  vera ;  there  are  many  large  blood-vessels,  apparently  veins, 
in  it,  with  more  or  less  degenerated  walls.    In  some  cases  the  endo- 
thelium lining  these  degenerated  vessels  has  begun   to  proliferate 
(Plate  V.  fig.  12),  and  in  some  of  these  thrombosed  vessels  the  lumen  is 
entirely  taken  up  by  young  connective-tissue  cells — a  condition  hitherto 
supposed  to  come  on  only  after  the  eighth  month  of  pregnancy  (Fried- 
liinder,  Leopold).     The  decidual  cells  present  different  characters  in 
different  parts  of  the  serotina.    Next  the  foetal  placenta  they  are  like 
those  of  the  decidua  vera,  but  are  almost  always  degenerated,  i.e.,  their 
nuclei  stain  faintly,  the  outline  of  the  cells  is  more  or  less  blurred,  and 
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their  protoplasm  is  often  converted  into  a  fibrinons-looking  mass  staining 
n  bnght  pmk  with  eosin.  Eather  deeper  in  the  serotina  the  decidual 
cells  are  normal,  and  in  still  deeper  parts,  especially  between  the  glands 
of  the  spongy  layer  and  just  above  this  layer,  the  development  of  the 
ordinary  comiective-tissue  corpuscles  into  decidual  cells  is  very  beauti- 
t.illy  sliown  The  change  consists  in  a  progressive  enlargement  both  of 
micleus  and  cell-body,  both  of  which  stain  more  deeply  than  usual  m 
the  intermediate  stage.  The  above  arrangement  of  the  different  forms 
ot  decidual  cells  seems  to  be  the  typical  one,  but  sometimes  irregularities 
occur,  e.g.,  the  intervillous  spaces  are  sometimes  bounded  by  cells  still 
in  the  young  stage.  This  is  probably  due  to  irregularity  in  the  growth 
of  the  foetal  part  of  the  placenta. 

The  impression  produced  by  a  study  of  these  and  of  many  other 
preparations  is  that,  as  the  villi  grow,  the  decidua  serotina  disappears 
before  them.    It  is  an  obvious  and  well-known  fact  that  the  maternal 
part  of  the  placenta  at  the  end  of  pregnancy  is  exceedingly  small  as 
compared  with  the  foetal  part,  and  very  much  smaller  than  it  is  in  the 
earlier  months,  but  the  cause  of  this  decrease  is  not  so  obvious.  It 
must,  of  course,  be  evident  from  what  has  been  said  that  the  degen- 
erating decidua  is  absorbed,  but,  Is  it  absorbed  by  mother  or  by  foetus? 
It  is  difficult  to  believe  that  the  absorption  is  carried  on  by  the  maternal 
tissues,  for  in  the  first  place  there  are  not  many  lymphatic  vessels  to  be 
found  in  the  decidua ;  and  in  the  second  place,  though  leucocytes,  the 
usual  removers  of  dead  material  are  present  in  considerable  numbers  in 
the  decidua,  they  are  to  be  found  rather  in  the  active  parts  of  it  than  in 
those  already  degenerated,  and  they  do  not  seem  sufficiently  numerous 
for  the  task  of  absorbing  what  is  relatively  such  a  large  mass  of  tissue. 
Can  the  foetal  tissues  be  the  absorbing  agents-?     We  are  inclined  to 
think  that  they  are,  in  part  at  least,  and  would  point  in  support  of  this 
to  the  analogy  of  the  rabbit's  placenta,  where  the  foetal  epithelium 
certainly  must  absorb  or  cause  absorption  of  the  degenerated  epithelium 
and  connective  tissue  of  what  one  may  call  the  serotina  there,  as  we 
have  already  pointed  out.    A  further  support  to  this  theory  is  to  be 
found  in  the  existence  of  a  very  peculiar  set  of  cells  in  this  placenta, 
which  do  not  seem  to  have  been  described  elsewhere.    We  have  already 
pointed  out  that  the  villi  tend  to  have  a  thicker  epithelium  towards 
their  extremities,  and  at  the  very  tips  of  the  villi,  where  they  come  in 
contact  with  the  surface  of  the  degenerating  decidua,  we  find  the  cells 
in  question,  epithelial  in  character,  as  figs.  7  and  9  on  Plate  V.  show, 
and  apparently  resulting  from  a  proliferation  of  the  epithelium  at  the 
extremities  of  the  villi.    They  are  rapidly  growing,  as  the  occurrence  of 
numerous  mitotic  figures  among  them  sufficiently  demonstrates,  and 
they  have  all  the  characters  of  embryonic  epithelial  cells,— a  round, 
deeply  staining  nucleus,  a  clear  cell  protoplasm,  and  sharply-marked 
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cell  outlines.  They  remind  one  in  fact  most  forcibly  of  the  cells  of  the 
"  ectoplacenta "  in  the  rabbit,  the  epiblastic  epithelium  which  destroys 
the  degenerated  uterine  epithelium,  and  is  the  forerunner  of  the  true 
placent'ix.  These  masses  of  cells,  which  are  directly  continuous  with  the 
epithelium  covering  the  villi,  form,  in  sections,  irregularly-shaped  pro- 
jections, often  ten  or  a  dozen  cells  deep,  whose  surface  towards  the 
serotina  is  usually  flattened  and  rests  directly  upon  the  degenerated 
tissues  there,  or  sometimes  even  upon  young  decidual  cells.  When  this 
occurs,  the  diff'erence  between  the  two  sets  of  cells  is  at  once  apparent. 
It  seems  possible  that  these  cells  may  have  to  do  with  the  absorption  of 
the  degenerated  decidaa,  and  that  they  may  even  utilise  the  material 
obtained  from  the  disintegrating  cells  for  their  own  nutrition,  and  at  the 
same  time  indirectly  favour  the  nutrition  of  the  foetus  by  hastening 
the  removal  of  temporary  tissues,  and  furthering  the  formation  of 
the  true  placenta.  Probably  this  epithelium  early  fulfils  its  function 
and  itself  disappears,  as  it  is  not  found,  at  least  in  the  form  here 
described,  in  any  of  the  later  placentae  we  have  examined,  nor  does 
it  seem  to  have  been  noticed  by  other  authors.  In  the  placenta  of 
a  four  and  a  half  months'  uterus,  which  we  owe  to  the  kindness  of 
Dr  William  Russell,  we  found,  hoAvever,  a  set  of  cells  at  the  points  where 
the  villi  impinge  upon  the  serotina,  which  apparently  represent  a  later 
stage  of  this  "  trophoblastic "  epiblast.  One  of  these  points  is  repre- 
sented in  Plate  V.  fig.  8,  and  the  cells  in  question  are  seen  to  form  a 
double  or  treble  row  of  large  embryonic-looking  cells  continuous  with 
the  epithelium  covering  the  rest  of  the  villus,  which  consists  at  this 
point  of  two  layers.  The  portion  of  the  serotina  touched  by  these  cells 
is  extremely  degenerated.  It  will  be  noticed  that  the  connective  tissue 
of  the  villus  is  condensed  to  form  a  sort  of  basement  membrane  below 
the  trophoblastic  cells  at  this  stage,  which  does  not  occur  in  the  six 
weeks'  pregnancy. 

Other  Human  Pregnancies. 

These  resolve  themselves  into  two  classes — the  early  abortions,  and 
the  later  uteri  with  placentae  in  situ.  The  former  are  not  usually  suited 
for  the  study  of  the  minute  relations  of  parts,  as  the  whole  deciduse  and 
embryo  very  seldom  come  away  at  once,  and  even  when  this  does 
exceptionally  happen,  the  relations  are  almost  invariably  disturbed  by 
blood  extravasations,  old  or  recent.  The  latter  class  of  preparations  in 
our  hands  forms  an  extremely  valuable  series,  but  at  present  w^e  propose 
only  to  utilise  them  to  explain  the  further  history  of  the  villi,  with 
special  relation  to  their  epithelial  covering. 

The  Early  Abortions. — We  possess  several,  of  dates  from  one  to  three 
months,  and  the  villi  in  those  parts  which  are  least  disturbed  present 
appearances  identical  with  those  of  the  six  weeks'  pregnancy  described 
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at  length.  All  the  early  specinieiis  indeed  show  siniilar  appearances, 
and  it  is  not  till  we  reach  the  specimen  (6,  p.  19)  tliat  we  find  any 
marked  change,  though  the  epithelium  becomes  flatter  in  tiie  latter 
sj^ecimens. 

Four  months'  Uterus  and  Placenta  (see  Plate  IV.  fig.  3).— Tlie  villi  are 
covered  by  a  single  layer  of  epithelium,  which  consists  of  flattened, 
deeply-stained  nuclei,  embedded  in  a  thin  protoplasmic  layer,  in  which 
the  cell  outlines  can  no  longer  be  distinguished.  Towards  the  tips  of 
the  villi  there  are  sometimes  two  layers,  and  at  the  very  extremities 
there  seem  sometimes  to  be  several  layers ;  but  as  our  sections  of  this 
specimen  were  not  cut  in  series  it  is  impossible  to  be  certain  on  this 
point.  At  some  points  on  the  villi  there  are  patches  of  that  deeply 
staining  substance  derived  from  degenerated  epithelium  to  which 
Langhans,  Minot,  and  others  liave  given  the  name  of  "  canalised  fibrin." 
The  villi  which  are  actually  embedded  in  the  degenerated  superficial 
decidua  have  no  epithelial  covei-ing. 

Four  and  a  half  months'  and  six  months'  Uteri. — The  appearances  here 
are  practically  identical  with  those  of  the  four  months'  uterus. 

Full  time  Uteri  and  shed  Placentce  (see  Plate  IV.  fig.  4).  In  aU  of 

these  there  is  only  one  layer  of  epithelium  covering  the  villi,  and  it  is 
flatter  even  than  in  the  foiu-  months'  uterus.  The  nuclei  are  almost 
all  degenerated,  and  the  protoplasm  in  which  they  are  embedded  is 
small  in  amount.  The  deeply-stained  masses  mentioned  in  the 
description  of  the  fom-  months'  uterus,  which  have  the  appearance 
of  being  agglomerations  of  degenerated  nuclei,  are  here  much  more 
numerous.  The  free  villi  at  the  deeper  part  of  the  placenta  do  not 
differ,  as  far  as  their  covering  goes,  from  those  of  the  more  superficial 
parts ;  there  is  no  thickening  of  the  epithelium.  lu  the  uteri  with 
placentae  still  attached  there  is  a  relatively  large  number  of  villi 
embedded  in  what  is  left  of  the  decidua  serotiua.  These  villi  have  no 
epithelial  covering,  and  the  superficial  layer  of  the  decidua  in  which  they 
lie  consists  of  a  degenerated  homogeneous-looking  connective  tissue,  in 
which  the  remains  of  decidual  cells  can  here  and  there  be  distin- 
guished. 

It  will  be  seen  from  these  descriptions  that  we  can  fully  confirm 
Minot's  dictum  {i.e.,  p.  395)  that  "the  chorionic  epithehum  advances 
in  its  differentiation  to  a  stage  equivalent  to  the  two-layered  stage  of 
the  epidermis,  and  there  stops ;  whatever  further  change  occurs  is 
degenerative." 

The  only  other  important  points  in  which  the  villi  alter  histologically 
are  in  regard  to  the  connective  tissue  and  blood-vessels.  As  pregnancy 
advances  the  connective  tissue  becomes  more  fibrous  and  generally 
more  fully  organised,  and  the  blood-vessels  become  more  numerous, 
wider,  and  have  more  fully  difterentiated  walls. 
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We  luive  now  to  consider  some  (luestions  as  to  the  structure  of  the 
human  placenta,  restricting  ourselves  to  three  i)oints  :— 

1.  The  Nattire  of  the  Covering  of  the  Villi,  and  the  alleged  Rote,  in  the 
Formation  of  the  Placenta,  of  the  Siirface  Epithetkim. 

2.  The  probable  Nature  of  the  Decidua  Rejle.ra. 

X  The  probable  Reason  why  the  Human  Oman,  grafts  itself,  as  a  rule, 
within  a  certain  Area  of  the  Genital  'Tract. 

1.  The  Nature  of  the  Covering  of  the  Villi,  and  the  alleged  Role,  in  the 
Formation  of  the  Placenta,  of  the  Surface  Epithelium  of  the  Serotina.— 
In  this  country  no  paper  has  dominated  research  on  these  points  so 
much  as  the  classical  one  of  Goodsir,  "  On  the  Structure  of  the  Human 
Placenta,"  followed  up  as  it  has  been  by  the  well-known  work  of 
Ercolani  and  Turner. 

Goodsir  described  a  double  epithelial  covering  of  the  villi,  and  held 
the  outer  to  be  maternal  and  the  inner  foetal.  He  also  figured  a 
distinct  space  between  these,  bounded  by  a  limiting  membrane,  and  also 
an  outer  limiting  membrane  to  the  maternal  epithelium.  He  speaks  of 
part  of  the  decidua  serotina  being  shut  off  from  the  main  portion  by 
the  maternal  sinus  system,  the  cells  of  the  two  being  continuous  by  the 
lumen  of  the  threads  "  which  passed  in  great  numbers  from  the  vascular 
edges  of  the  venous  openings,  and  from  the  walls  of  the  cavity  of  the 
placenta  on  to  the  extremities  and  sides  of  the  villi  and  tufts  of  the 
placenta."  He  then  goes  on  to  say,  "This  observation  led  me  at  once 
to  perceive  the  real  signification  of  the  external  cells  of  the  placental 
tufts.  I  saw  that  the  great  system  of  cells  was  a  portion  of  the  decidua, 
all  but  cut  oft'  from  the  principal  mass  by  the  enormous  development  of 
the  decidual  vascular  network,  but  still  connected  with  it  by  the  minute 
files  of  cells  which  fill  the  cavities  of  the  placental  threads.  This  system 
of  cells,  the  external  cells  of  the  villus,  with  the  external  membrane, 
belong  to  the  oi'ganism  of  the  mother." 

Turner  in  his  paper,  "  Some  General  Observations  on  the  Placenta, 
with  special  reference  to  the  Theory  of  Evolution,"  represents  the 
maternal  epithelium  as  a  fully-developed  layer  over  the  villus,  stating 
at  the  same  time  that  "  the  layer  of  foetal  epithelium  cannot  be  seen  on 
the  vilH  of  the  fully  formed  placenta"  (p.  37,  text  of  fig.  7).  He  also 
figures  Goodsir's  threads  as  connective-tissue  strands  joining  serotina 
and  villus.  From  a  consideration  of  our  specimens,  we  believe  that  the 
covering  of  the  villi  is  in  the  early  placenta  made  up  of  a  multiple  layer 
of  epithelium,  and  that  it  is  epiblastic,  i.e.,  entirely  foetal.  It  is  im- 
possible to  look  at  our  specimens,  and  to  come  to  any  other  conclusion. 
We  hold  that  Goodsir's  investigation  by  no  means  pi'oves  that  the 
maternal  epithelium  is  represented  on  the  villus.  The  recent  work  on 
the  early  relations  of  the  villi  and  maternal  tissue  in  the  bat,  rat,  and 
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ruminants,  has  shown  that  shortly  after  ovum-contact  the  maternal 
epithelium  disappears,  i.e.,  the  villi  come  into  immediate  relation  with 
the  connective  tissue.  In  the  paper  of  Turner's  already  quoted,  the 
diagrams  should,  in  our  opinion,  be  modified  by  the  obliteration  of  the 
maternal  epithelium,  as  this  plays  no  essential  part  in  the  formation 
of  the  placenta. 

The  important  question  has  now  to  be  considered  as  to  what  condition 
the  serotina  is  in  when  the  villi  graft  themselves.  The  early  pregnancy 
specimen  shows  the  decidua  vera  fidly  completed  and  covered  with  columnar 
epithelium,  ivhile  the  reflexa  is  also  covered  in  great  part  with  columnar 
cells.  This  tends  to  show  that  the  ovum  has  not  grafted  itself  on  a 
fully-formed  decidual  portion,  with  its  surface  epithelium  formed,  but  on 
the  decidua  while  forming.  This  point,  however,  comes  up  more  clearly 
in  our  nest  section  (2). 

2.  The  probable  JVaiure  of  the  Decidua  .ffie/Zexa.— William  Hunter 
first  pointed  out  that  the  human  ovum  had  a  decidua  arched  over 
it,  and  he  applied  the  term  "reflexa"  to  this  portion.  In  no 
human  ovum  has  this  been  found  incomplete,  although  the  general 
text-book  diagram  represents  the  decidua  serotina  sending  folds  up  to 
coalesce  over  the  ovum— a  purely  literary  description  based  on  no 
observation.  That  there  is  a  decidua  reflexa  admits  of  no  doubt.  Its 
method  of  formation  has,  however,  been  disputed.  Goodsir  speaks  of  it 
as  a  cellular  decidua  formed  "of  a  non-vascular  cellular  substance,  the 
product  of  the  uterine  follicles."  Goodsir  evidently  felt  the  difficulty  of 
explaining  the  decidua  reflexa  from  a  completed  serotina  with  its  surface 
epithelium  fully  formed,  and  clothing  the  external  surface  of  the  villi. 
Hence  his  hypothesis,  which  is  just  John  Hunter's,  without  the 
"cellular." 

The  whole  difficulty  as  to  the  reflexa  disappears  if  we  accept  the 
hypothesis  our  specimens  so  strongly  indicate.  The  villi,  with  their 
epithelial  covering,  purely  epiblastic  and  foetal  in  its  origin,  graft  them- 
selves on  the  decidua  serotina,  ivhile  this  serotina  is  forming,  2m,or  to  its 
completion,  and  thus  the  serotina  completes  itself  over  the  ovum  as  it  were  : 
the  ovum  becomes  embedded  in  the  serotina,  and  the  reflexa  is  merely  the 
superficial  portion  of  the  serotina.  ■  The  serotina  proper  is  the  deep 
portion. 

We  consider  the  human  ovum  to  be  an  embedded  one,  not  attached 
to  the  serotinal  epithelial  surface,  and  with  the  epithelial  folds  of  the 
serotina  arching  over  it  to  form  the  so-called  reflexa,  but  one  actuallj' 
growing  in  the  substance  of  the  serotina.  This  idea  of  an  embedded 
ovum  is  of  great  interest  in  relation  to  the  development  of  the  placenta 
in  other  mammals,  but  we  defer  consideration  of  this  point 

3.  The  probable  Reason  tohy  the  Human  Ovum  grafts  itself,  as 
a   rule,   within   a    certain   Area   of   the    Genital   Tract.  —  It   is  a 
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remarkable  fact  that  the  human  ovum  grafts  itself  normally  in  a 
definite  and  limited  area.  This  area  is  the  triangular  surftice  of  the 
mucous  membrane  of  the  body  of  the  uterus,  and  is  bounded  below  by 
the  OS  internum,  above  by  the  inner  openings  of  the  Fallopian  tubes. 
The  ovum  never  grafts  below  the  os  internum,  and  very  rarely  in  the 
Fallopian  tubes.  It  is  also  noteworthy  that  the  ovum  normally  grafts 
itself  only  within  the  limits  of  that  part  of  the  mucous  membrane  of 
the  uterus  denuded  of  its  superficial  layer  by  the  menstrual  flow,  and 
only  nxi-ely  in  the  tubes  which  do  not  participate  in  menstruation  so 
tar  as  providing  the  menstrual  discharge  is  concerned. 

The  hypothesis  we  now  advance  completely  explains  all  the  facts  both 
iis  to  normal  and  abnormal  implantation  that  are  at  present  at  our  com- 
mand. It  is  briefly  this.  Suppose  the  human  ovum  cannot  graft  on  an 
epithelial  surface  but  only  on  connective  tissue.  We  say  suppose  ;  but 
there  is  strong  if  not  absolute  proof  for  the  supposition. 

1.  In  many  mammals  with  a  bicornuous  uterus  it  has  been  clearly 
demonstrated  that  the  first  result  of  the  touch  of  the  villi  on  the  uterine 
mucous  membrane  is  to  cause  the  disappearance  of  the  epithelial  cover- 
ing, i.e.,  the  villi  develop  in  connective  tissue. 

2.  In  the  human  ovum  the  villi  have  never  been  seen  in  contact  with 
the  surface  epithelium  of  the  serotina,  although  of  course  pregnant 
uteri  in  the  very  earliest  stages  have  not  yet  been  obtained. 

3.  The  villi  of  the  human  ovum  have  always,  in  the  earliest  stages  as 
yet  obtained,  been  seen  developing  in  connective  tissue. 

Under  our  hypothesis  we  understand  at  once — 

1.  That  menstruation  denudes  the  surface  epithelium  in  the  special 
ai'ea  for  safe-grafting  of  the  ovum. 

2.  That  the  ovum,  even  if  fertilised  in  the  Fallopian  tube,  cannot 
graft  itself  there,  as  the  epithelium  is  intact. 

3.  That  it  may  graft  itself  in  the  Fallopian  tube,  if  the  epithelium 
has  been  removed  by  disease  and  the  connective  tissue  laid  bare. 

4.  The  decidua  reflexa  is  at  once  explained. 

In  the  six  weeks'  pregnant  human  uterus,  and  also  in  a  five  months' 
one,  we  found  at  the  tips  of  the  villi  active  phagocytic  cells,  analogous 
to  those  in  the  villi  of  the  hedge-hog,  rabbit,  and  rat,  credited  with  the 
power  of  active  absorption  of  epithelial  and  connective  tissue. 

It  is  therefore  possible  that,  as  Hubrecht  supposes,  we  get  a  process  in 
the  early  stages  of  human  pregnancy  analogous  to  the  hedgehog,  i.e.,  the 
early  epiblastic  covering  of  the  ovum  grafts  itself  on  a  fully  formed 
serotina,  destroys  the  epithelium,  embeds  itself  in  the  serotina,  which 
closes  over  it,  thus  forming  the  reflexa ;  and  that  the  villi  and  inter- 
villous spaces  form  as  in  the  hedgehog.  There  are,  however,  additional 
facts  in  regard  to  human  pregnancy,  considered  as  that  of  the  pregnancy 
in  the  highest  mammal,  which  must  be  taken  into  account  in  forming 
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a  hypothesis.  These  are— (1)  the  occurrence  of  menstruation,  wliicli 
denudes  a  certain  area  of  the  genital  tract  of  its  epithehum  monthly ; 
(2)  the  great  danger  of  Fallopian  tube  pregnancy ;  (3)  the  non-occurrence 
of  pregnancy  during  suckling  when  no  menstruation  goes  on. 

We  have  tlierefore  put  forward,  as  a  mere  working  theory,  the  hypo- 
thesis that  the  human  ovum  can  only  graft  on  connective  tissue,  a  view- 
that  can  be  added  as  it  were  to  Hubrecht's  speculation. 


DESCRIPTION  OF  PLATES  III.,  IV.,  and  V. 

The  following  letters  are  used  in  all  the  figures  with  the  same  meaning  :- 

■  e.p.  =  epithelium.  h,i-_  ^  blood-vessel. 

c.t.c.  =  connective-tissue  corpuscle.  I.  —  leucocyte, 

c. t.f.  =  connective-tissue  fibre.  r. h.c.=  red  blood  corpuscle. 

m.  =  mitotic  figiu-e.  deg.  dec.  =  degenerated  parts  of  decidua. 

Fig.  1.— Six  weeks'  pregnancy,  human  ;  a  section  at  the  point  where  the  decidua  refiexa 
joins  the  decidua  vera  and  decidua  serotina. 

a.  =  amnion ;  ch.  =  chorion  ;  ch.v.  =  chorionic  vUli,  with  intervillous  space  ;  r. 
villus;  d.r.  =  decidua  reflexa  ;  d.v.  =  decidua  vera;  com.l.  =  compact  layer;  Kp.l. 
=  spongy  layer  ;  mus.  =  uterine  muscle  ;  gl.  =  gland ;  dil.  gl.  =  dilated  glands  of 
spongy  layer. 

Fig.  2. — Transverse  section  of  a  villus  from  placenta  of  human  six  weeks'  pregnancy. 
Obj.  Zeiss.  DD.  Oc.  4. 

Fig.  3. — Part  of  a  villus  from  placenta  of  human  four  months'  pregnancy.  Obj.  etc.  ii-s 
in  fig.  2. 

Fig.  4. — Part  of  a  villus  from  human  full-time  placenta;  rf.n. -  mass  formed  of 
degenerated  epithelial  nuclei.    Obj.  etc.  as  in  fig.  2. 

Fig.  5. — The  two  layers  of  epithelium  clothing  the  villi  of  human  six  weeks'  pregnancy. 
Obj.  Zeiss.  Apoc.  2'0  mm.  hom.  imm.    Comp.  Oc.  8. 

Fig.  6.— Ectoplacenta  ("trophoblast ")  of  eight  days'  pregnancy  (rabbit),  in  its  relation 
to  the  uterine  epithelium  ;  d.m.cp.  =  degenerated  maternal  eijithelium  ;  ect.  =  ecto- 
placenta, at  a,  passing  down  to  become  continuous  with  the  rest  of  the  ejiiblast. 
Obj.  Zeiss.  Apoc.  2"0  mm.    Comp.  Oc.  4. 

Fig.  7. — Trophoblastic  (?)  epithelium  at  the  extremity  of  -vdllus  in  six  weeks' pregnancy 
(human).  y.d.c.=  yam\g  decidual  cells;  ci. 6. v.  =  blood-vessel  with  degenerated 
walls  ;  d.c.  =  degenerated  decidual  cells  ;  o.l.  =  degenerated  outer  kyer  of  f cetal 
epithelium.    Obj.  etc.  as  in  fig.  6. 

Fig.  8. — The  same,  from  four-and-a-half  months'  pregnancy.  h.m.  =  basement  mem- 
brane.   Other  letters,  Obj.  etc.  as  in  fig.  7. 

Fig.  9. — Part  of  the  trophoblastic  epithelium  from  a  section  similar  to  that  represented 
in  fig.  7.    Obj.  Zeiss.  Apoc.  2'0  mm.    Comp.  Oc.  8. 

Fig.  10. — Epithelium  from  a  uterine  gland  in  the  serotina  immediately  rmderlying  the 
vUlvis  drawn  in  fig.  9,  under  the  same  power,  for  comparison.  cil.  =  remains  of 
cilia. 

Fig.  11. — Epithelium  covering  the  decidvia  vera  in  six  weeks'  pregnancy,    d.c.  =  decidua 

cells.    Obj.  etc.  as  in  fig.  G. 
Fig.  12. — Thrombosed  vessel  from  serotina  of  same  case,  surrounded  by  forming  decidual 

tissue.    ^6.  =  fibro-blasts  ;  cicfi'.  w.  =  degenerating  vessel  wall.     Obj.  Pillisclicr  }. 

Oc.  2. 
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CHAPTER  VII. 


THE  ANATOMY  OF  ADVANCED  PREGNANCY  IN 
MACACUS  RHESUS,  STUDIED  BY  FROZEN  SECTIONS, 
BY  CASTS,  AND  MICROSCOPICALLY. 

A  FEW  mouths  ago  I  was  fortunate  enough  to  obtain  a  Macacus  Khesus 
in  an  advanced  state  of  pregnancy.  Much  work  has  been  done  recently 
in  regard  to  pregnancy  in  apes  by  Turner,  Waldeyer,  and  Selenka,  so  that 
I  was  anxious  to  fill  any  gap  in  our  knowledge,  rather  than  to  follow  in 
the  path  already  so  ably  and  accurately  explored  by  these  investigators. 
Thus  it  seemed  to  me  that  one  could  accept  unhesitatingly  what  Turner 
and  Waldeyer  have  told  us  about  the  intervillous  circulation  in  the 
advanced  placenta  of  apes,  as  well  as  the  dissectional  anatomy  of  Breschet 
and  Selenka. 

I  therefore  determined  to  investigate  in  the  first  place  the  frozen 
sectional  anatomy  of  this  specimen,  to  take  casts  of  the  uterine  cavity 
and  foetus,  and  to  examine  the  microscopic  structure  of  the  placenta. 
Dr  Gulland  gave  the  warning,  indeed,  that  the  tissues  would  be  less 
fitted  for  microscopical  investigation ;  but  though  the  microscopical 
sections  are  less  perfect  than  one  would  wish,  they  are  definite  enough 
for  practical  purposes. 

The  ape  was  accordingly  chloroformed,  and  when  dead,  placed  in  a 
freezing  mixture  for  several  days  :  it  was  then  sawn  mesially  and  drawn. 

While  still  frozen  the  foetus  and  liquor  amnii  were  lifted  out  and 
casts  taken  of  the  uterine  cavity  and  foetus.  Portions  of  the  placenta 
and  uterine  wall  were  then  hardened  and  afterwards  cut  in  paraffin. 

I  now  purpose  considering 

I.  The  general  Anatomy  of  the  Specimen  so  far  as  it  bears  on 

Pregnancy. 
11.  The  Uterine  and  Foetal  Casts. 

III.  The  Microscopical  Stricture  of  the  Placenta. 

I V.  The  general  Relations  of  Apes  to  Loiver  Forms  and  to  the  Human 

Female  in  regard  to  Memtruation  and  Pregnancy . 

I.  The  general  Anatomy  of  the  Specimen  so  far  as  it  bears  on  Pregnancy. 
The  ape  was  evidently  a  young  female,  18  inches  from  head  to  breech. 
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The  sagittal  mesial  section,  unfortunately,  did  not  hit  the  middle  line 
exactly,  but  by  a  subsequent  cut  the  pelvis  was  cut  more  mesially. 

The  pregnant  uterus  measured  six  inches  vertically  and  four  trans- 
versely ;  and  antero-posteriorly  was  oval  in  shape,  and  contained  the 
foDtus  and  liquor  amnii.  It  was  probably  near  full  time.  The  uterine 
wall  measured  only  |  inch  on  section,  and  seemed  equally  thin  through- 
out. The  unimpregnated  and  pregnant  uterus  in  the  human  female 
arc  each  about  one-half  inch  thick. 

The  Fallopian  tubes  lay  vertically  in  the  abdominal  cavity,  and  the 
ovary  lay  behind  its  corresponding  tube.  In  the  left  ovary  there  was  a 
C07'pics  luteum. 

The  more  mesial  section  of  the  pelvis  showed  the  vagina  at  right 
angles  to  the  brim,  instead  of  parallel  to  it  as  in  the  human  female; 
the  anal,  urethral,  and  vaginal  canals  were  indeed  all  parallel  to  one 
another.  The  bladder  was  loosely  connected  to  the  pubis  and  also  to 
the  posterior  vaginal  wall.  The  glans  of  the  clitoris  was  grooved  in  the 
vertical  mesial  line. 

The  cervical  canal  was  peculiar.  It  was  somewhat  dilated  owing  to 
the  plug  of  mucus  having  become  swollen,  and  was  divided  into  two 
parts — a  lower  portion  more  dilated  than  the  upper.  This  is  quite 
different  from  the  cervical  canal  of  the  human  female,  which  is  a  slit- 
like cavity  or  section,  with  its  anterior  and  posterior  walls  in  apposition. 
This  alteration  in  the  cervical  canal  of  the  ape  may  be  artificial,  but  at 
any  rate  the  cervical  canal  in  this  case  resembled  that  of  the  human 
female  in  not  being  opened  up  from  above  by  the  advancing  pregnancy. 
Other  points  in  relation  to  the  foetus  come  up  afterAvards. 

II.  The  UteHne  and  Foetal  Casts. 

Foetal  Cast. — The  foetus  presented  the  head,  although  in  most  cases 
[Turner's,  Hunter's]  it  has  at  full  time  presented  the  breech.  The 
antero- posterior  diameter  of  the  head  lay  in  the  transverse,  and  not 
in  an  oblique  diameter,  as  it  usually  does  in  the  human  female.  The 
fostal  attitude  was  quite  that  of  the  full-time  human  foetus,  viz.,  body 
with  marked  dorsal  curve,  convexity  back ;  arms  flexed  at  elbow,  right 
arm  somewhat  across  body,  left  arm  less  so ;  hands  flexed ;  thighs  flexed 
on  trunk,  leg  on  thigh ;  toes  flexed  in,  big  toe  also.  The  tail  was 
flattened  on  the  right  leg,  and  the  head  tiu-ned  a  little  to  left  shoulder. 
The  whole  attitude  is  practically  that  of  the  human  foetus  in  utero  at 
the  end  of  pregnancy,  but  the  condition  of  the  hind  paw  is  of  course 
entirely  different.  In  the  human  foetus  the  foot  is  so  arranged  that  the 
dorsum  touches  the  anterior  aspect  of  the  leg,  an  arrangement  quite  the 
opposite  to  that  just  given  in  the  foetal  ape's  hind  paw.  The  doubled-uj) 
.foetus  measured  &\  inches. 

The  Uterine  Cast. — This  cast  was  of  great  interest  as  it  showed  that 
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the  uterine  wall  was  moulded  on  the  uterine  contents.  Thus  one  can 
see  the  frotal  outlines  in  it ;  also  the  groove  of  tlie  tail.  The  placental 
arete  of  the  bilobed  placenta  are  well  shown.  'IMie  lobes  lay,  as  usual, 
dorsal  and  anterior  (in  relation  to  mother).  Their  measurements  were 
as  follows :  dorsal,  3^"  x  2|" ;  ventral,  3"  x  3". 
Their  relations  are  well  seen  in  the  cast. 

The  cord  was  attached  to  the  anterior  one,  and  measured  4f  inches. 
The  vertices  and  sides  of  the  placenta  were  connected  by  large  fostal 
vessels,  two  arteries  and  two  veins. 

It  thus  seems  that  the  uterine  wall  is  perfectly  passive  during  preg- 
nancy, and  is  moulded  by  intra-abdominal  pressure  on  its  contents,  a 
condition  exactly  the  same  as  in  human  pregnancy  {v.  Chap.  V.). 

The  behaviour  of  the  uterus  during  labour  is  unfortunately  not 
known  in  these  higher  mammals,  but  it  is  to  be  hoped  this  gap  will  soon 
be  filled  up. 

III.  Structtire  of  the  Placenta.  ^ 

After  the  freezing,  section-cutting,  and  casting  were  terminated,  parts 
of  the  placenta  were  cut  out  for  microscopic  examination.  These  were 
left  for  twenty-four  hours  in  saturated  solution  of  picric  acid,  thence 
removed  to  50  p.c.  alcohol  for  twelve  hours,  and  then  hardened  in 
stronger  alcohol  embedded  in  paraffin,  and  cut  with  the  rocking  micro- 
tome. The  sections  were  fixed  to  the  slide  by  the  water  method,  and 
stained  with  hEematoxylin  and  eosin.  Unfortunately  the  placenta  had 
sixfFered  somewhat  by  the  preliminary  processes  to  which  it  had  been 
exposed,  and  the  preparations  are  not  so  perfect  as  might  be  desired. 
However,  although  they  do  not  enable  one  to  speak  with  certainty  of 
the  details  of  cell  structure  in  all  parts  of  the  preparation,  there  is  no 
difiiculty  in  making  out  the  histological  relationships  of  the  different 
tissues,  and  the  appearances  we  find  will,  we  hope,  throw  some  light  on 
obscure  points  in  connection  with  this  subject. 

It  is  unnecessary  to  enter  into  any  detailed  criticism  of  the  literature 
bearing  upon  the  placenta  of  monkeys.  This  has  already  been  done 
fully  by  Waldeyer  {I.e.),  and  the  ouly  important  paper  which  has 
appeared  since  the  work  of  the  Berlin  Professor  is  that  of  Selenka 
{I.e.).  The  points  raised  by  him,  and  the  questions  discussed  by 
Waldeyer,  can  be  best  approached  in  describing  the  individual  parts 
of  the  placenta.  The  amnion  and  the  connective  tissue  of  the  chorion 
and  chorionic  villi  have  often  been  described,  and  in  our  specimen 
present  no  peculiarities  calling  for  remark.  Waldeyer  has  already  noted 
that  the  villi  are  more  slender  than  those  of  the  human  placenta,  and 
we  can  quite  confirm  this  observation. 

Waldeyer  has  also  so  fully  and  conclusively  proved  that  the  inter- 

1  This  part  is  the  work  of  my  assistant,  Dr  Lovell  Gulland,  ami  « itli  liis  views  I  entirely  agree. 
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villous  spaces  contain  maternal  blood,  that  it  is  quite  unnecessary  to 
discuss  that  question  further.  But  wiien  he  says  (p.  45)  that 
lie  counts  himself  among  those  who  accept  the  view  that  the  inter- 
villous spaces  represent  dilated  capillaries  whosp  walls  are  preserved, 
and  instead  of  being  penetrated  by  the  villi  are  simply  invaginated  by 
them  while  the  villi  permanently  retain  their  covering  of  foetal  epithe- 
lium, we  join  issue  with  him  at  once.  Apart  from  the  question  of  the 
preservation  of  the  capillary  walls,  which  we  shall  take  up  immediately, 
we  would  ask  how  it  comes,  if  Waldeyer's  view  be  correct,  that  this 
process  of  dilatation  of  capillaries  has  never  been  observed  even  in  early 
human  pregnancies  like  those  described  by  Keibel  and  ourselves, 
or  in  the  still  earlier  pregnancies  of  monkeys  described  by  Selenka, 
where  there  was  a  considerable  thickness  of  decidua  serotina  still  uncon- 
verted into  placenta  ? 

We  fail  to  understand  how  the  large  number  of  dilated  capillaries 
Avhich  are  presupposed  by  this  theor}^,  unite  into  the  common  intervillous 
space — a  space  which  extends  apparently  unbroken,  except  hy  the  villi, 
all  through  the  placenta,  or  at  any  rate,  through  large  portions  of  it, 
and  we  would  point  out  that  we  have  given  i-easons  for  believing  that 
the  intervillous  space  is  originally  a  foetal  space,  which  becomes 
secondarily  only  a  part  of  the  maternal  circulation.  That  is  to  say,  we 
have  shown  that  the  degenerated  decidua  serotina  is  removed  by  the 
actively  growing  epithelium  at  the  tips  of  the  villi,  and  that  the  inter- 
villous space  behind  this  attacking  line  is  bounded  only  by  the  foetal 
epithelium  covering  the  villi,  which  in  the  early  historj'-  of  the  placenta 
is  a  double  layer,  later  becomes  a  single  cubical  layer,  and  that  this 
single  layer  is  much  flattened  and  degenerated  in  the  full-time  placenta. 
We  are  therefore  among  those  who  believe  that  the  intervillous  spaces 
are  extravascular  spaces,  and  that  the  maternal  blood  makes  its  way 
into  them  only  after  the  walls  of  the  maternal  vessels  in  the  serotina 
have  been  destroyed.  This  view,  or  something  nearly  approaching  it, 
is  upheld  also  by  Farre,  KoUiker,  Langhans,  and  Heinz  (c/.  Waldeyer, 
p.  44),  and  we  consider  that,  in  the  degeneration  of  the  serotina, 
the  thrombosis  of  its  vessels,  and  the  degeneration  of  their  walls, 
which  we  have  demonstrated  in  the  early  human  placenta,  we  find 
ample  support  for  our  belief  The  placenta  of  the  monkey  is  obviously 
homologous  with  that  of  man,  and  this  homology  has  been  accepted  by 
all  writers  on  the  subject,  so  that  we  feel  justified  in  taking  it  for 
granted  that  in  this  matter  also  the  correspondence  is  complete.  That 
this  destruction  of  vessels  by  placental  growths  can  happen  is  proved 
abundantly  by  every  extrauterine  gestation,  as  there  maternal  blood  is 
invariably  extravasated  round  the  villi. 

Waldeyer's  main  reason  for  regarding  the  intervillous  space  as  repre- 
senting dilated  maternal  vessels  seems  to  be  that  he  finds  in  the  placenta 
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of  Inims  Nemestrinus  a  single  layer  of  cells  which  everywhere  borders 
the  intervillous  space,  being  continuous  with  the  endothelium  of  the 
arteries  and  veins  wliich  open  into  that  space,  covering  the  so-called 
"  decidual  hillocks,"  in  which  the  "  Haftzotten,"  or  attaching  villi,  are 
embedded,  covering  the  villi  and  the  under  side  of  the  chorion.  He  says 
that  this  layer  is  easily  detached  from  the  subjacent  tissues,  and  regards 
this  as  a  sign  that  it  is  endothelium.  We  see  this  layer  perfectly  in  the 
placenta  of  Macacus  Rhesus— much  better  than  in  any  human  placenta— 
and  note  also  how  easily  it  is  detached ;  but  we  consider  that  it  is  the 
outer  layer  of  the  foetal  ectoderm,  and  we  shall  describe  it  as  such  iii 
due  course.  We  would  point  out,  however,  that  the  ease  with  which  it 
is  detached  is  to  our  minds  a  proof  rather  of  its  epidermal  than  of  its 
endothelial  nature;  nothing  is  more  difficult  than  to  separate  a  true 
endothelium  from  subjacent  tissue.  The  cells  have  a  character  totally 
different  from  any  endothelium — they  are  cubical,  closely  set  together, 
and  with  a  considerable  cell  body  ;  and  we  know  of  no  instance  else- 
where where  an  endothelium  enclosing  enormous  masses  of  blood  is 
apposed  over  a  vast  area  to  epithelium,  and  especially  epithelium 
belonging  to  another  individual,  without  any  trace  of  connective  tissue 
to  support  it.  Moreover,  we  know^  of  nO  force  involved  in  the  formation 
of  the  placenta  which  could  act  so  as  to  dilate  capillaries  in  this 
imaginary  way,  nor  any  reason,  logical  or  histological,  why,  if  all  the 
other  tissue-elements  of  the  decidua  are  removed  by  the  villi  or  other- 
wise, the  vascular  endothelium  should  be  spared  entire,  and  moulded  to 
the  surface  of  the  destroying  villi. 

In  the  discussion  of  the  relations  subsisting  in  the  placenta,  too  little 
attention  has  been  paid  to  the  fact  that  the  tissues  of  two  separate 
individuals  are  involved  in  its  formation,  and  it  has  been  taken  too 
much  for  granted  that  the  uterus  had  an  important  part  to  play  in  the 
formation  of  that  organ.  Selenka  speaks  of  the  embryo  as  the  parasite 
of  the  uterus,  and  in  truth  all  our  observations  tend  to  show  that  the 
part  played  by  the  maternal  tissues  is  mainly  a  passive  one,  and  that  the 
foetus  profits  by  the  degenerative  pi'ocesses  which  go  on  in  them.  Even 
the  formation  of  the  decidua  reflexa  seems  to  be  really  an  accident,  so 
to  speak,  connected  with  menstruation,  and  not  a  true  formative  process  ; 
the  fertilised  ovum,  implanted  on  the  surface  bared  by  the  menstrual 
flow,  is  covered  over  by  the  rapid  growth  of  the  uterine  mucous 
membrane,  and  so  is  "  healed  in  "  as  any  other  non-irritating  foreign 
body  would  be.  When  the  ovum  begins  to  increase  rapidly  in  size,  and 
to  invade  and  press  upon  the  decidua  reflexa,  that  envelope  degenerates 
in  precisely  the  same  way  as  the  serotina,  but  even  more  rapidly. 

The  covering  of  the  chorion  and  villi  is  entirely  foetal  therefore,  in 
our  opinion,  and,  just  as  in  the  human  placenta,  it  differs  in  different 
places.    One  point  in  dispute  between  different  authors  is  whether  the 
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main  or  amniotic  chorion  is  covered  by  a  single  layer  of  cells,  or  by  a 
layer  of  several  cells.  Waldeyer,  in  Inuus,  found  a  single  layer;  Turner, 
in  Macacus,  layers  of  several  cells.   Very  possibly,  iis  Waldeyer  suggests, 
the  placentaj  may  have  been  of  different  ages,  or  different  parts  may 
liave  been  examined.     We  certainly  find  everywhere  a  many-celled 
layer,  but  differ  entirely  from  Turner  and  Waldeyer  in  our  interpreta- 
tion of  it.     These  authors  seem  uncertain  whether  to  regard  it  as 
decidual,  and  representing  Winkler's  "  Schlussplatte,"  or  as  chorionic 
and  derived  from  connective-tissue  cells.   We  see  every  reason  to  regard 
it  as  foetal  and  ectodermal.    It  coats  the  main  chorion  and  the  main 
villi,  running  along  these  to  become  continuous  Avith  the  so-called 
"decidual  hillocks"  into  which  the  main  villi  or  "  Haftzotten "  run. 
These  hillocks  we  regard  as  expansions  of  the  foetal  ectoderm,  of  the 
same  nature  as  those  we  have  described  in  the  human  placenta,  but 
which  seem  to  be  preserved  to  a  later  date,  relatively,  than  in  man. 
The  cells  of  this  layer  are  obviously  different  in  character  from  the  true 
decidual  cells.    Next  the  chorion  is  a  layer  of  fairly  columnar  cells, 
then  they  are  disposed  more  irregularly,  and  towards  the  surface — the 
intervillous  space — are  somewhat  flattened,  while  the  superficial  layer, 
that  which  Waldeyer  regards  as  an  endothelium,  is  a  layer  of  flat, 
cubical  cells,  which,  when  the  villi  are  cut  so  that  a  surface  view  is 
obtained,  are  almost  exactly  like  the  layer  of  epithelial  ceils  covering  the 
amnion.    Nowhere  in  the  whole  of  this  layer,  either  on  the  chorion  or 
villi  or  in  the  so-called  "hillocks,"  are  there  any  blood-vessels,  leuco- 
cytes, or  fibres,  all  of  which  are  invariably  present  in  any  modification 
of  the  uterine  mucous  membrane,  and  the  cells  (and  nuclei)  are  all  very 
nearly  of  the  same  size — a  characteristic  of  epithelium  rather  than  of 
connective  tissue.    Perhaps  the  most  conclusive  proof  of  the  fcetal  and 
epithelial  nature  of  this  tissue  is  the  fact  that  a  layer  presenting  exactly 
tlie  same  characters,  but  with  a  thickness  of  two  or  three  cells  instead 
of  six  or  a  dozen,  covers  the  surface  of  the  chorion  outside  the  placenta 
altogether,  and  is  separated  by  a  layer  of  degenerated  fibriuous-looking 
material  from  the  remains  of  the  decidua  vera,  which  are  quite  unlike 
it  in  appearance.    Where  the  main  villi  in  the  placenta  break  up  into 
branches  this  thick  layer  thins  out,  gradually  or  abruptly,  and  the  small 
villi  are  covered  simply  by  the  single  superficial  layer,  which  has  the 
same  characters  here  as  over  the  "hillocks"  and  elsewhere,  and  these 
small  villi  have  much  the  same  appearance,  therefore,  as  the  villi  in  a 
human  placenta  of  about  seven  months,  when  the  epithelium  of  the  villi 
has  become  reduced  to  a  single  layer  and  has  begun  to  degenerate. 

The  so-called  "decidual  hillocks"  require  a  word  or  two  of  descrip- 
tion. Tliey  are  to  be  found  at  the  points  where  the  main  vilH  come  in 
contact  with  the  serotiua,  and  the  old  idea  in  regard  to  tl)em  was  that 
they  were  masses  of  decidual  cells,  i.e.,  connective  tissue  cells,  which  in 


APE'S  PLACENTA. 


69 


some  unexplained  way  formed  or  wore  found  at  these  points.  Whether 
the  villi  tended  to  attach  themselves  specially  to  pre-existing  hillocks, 
or  whether  they  produced  these  masses  of  decidual  cells  by  some  action 
of  their  own,  no  one  seems  to  have  inquired,  though  the  first  supposition 
seems  unlikely  and  the  second  wellnigh  impossible,  as  the  hillocks  are 
based  upon  degenerated  serotinal  tissue. 

What  we  see  in  these  structures  is  that  the  layer  of  foetal  ectoderm 
which  underlies  the  main  chorion  and  runs  along  the  main  villi  becomes 
tliick  and  massive  at  the  points  where  the  main  villi  approach  the 
scrotina,  and  the  mass  of  cells  forms  a  cone  into  whose  apex  the  villus- 
stem  is  inserted,  and  whose  base  is  spread  out  upon  the  surface  of  the 
serotina.  The  bases  of  the  cones  usually  extend  somewhat  over  the 
surface  of  the  serotina,  much  more  than  the  corresponding  structures  in 
the  human  placenta  do  except  in  the  very  beginning  of  its  history,  and 
the  base  of  one  cone  thus  generally  meets  or  nearly  meets  the  base  of 
another,  as  a  flattened  layer,  unless  the  opening  of  an  artery  or  vein  into 
the  intervillous  space  breaks  the  continuity.  The  layer  of  flattened 
epithelium  (Waldeyer's  endothelium)  passes  from  the  villus-stem  over 
the  surface  of  the  cone  Avhich  is  turned  towards  the  intervillous  space, 
and  runs  over  the  flattened  layer  between  the  cones.  This  fact,  as 
Waldeyer  himself  half  acknowledges,  is  an  important  point  against  his 
theory,  for  if  this  layer  really  represented  the  endothelium  of  dilated 
vessels  which  are  invaginated  before  the  growing  villi,  why  is  this  layer 
not  invaginated  before  the  main  villi  1  Waldeyer  regards  it  as  a  proof 
of  the  correctness  of  his  view  as  to  this  layer  that  it  is  continuous  with 
the  endothelium  of  the  arteries  and  veins  opening  into  the  intervillous 
space,  but  as  this  layer  bounds  the  whole  of  the  intervillous  space  it 
could  hardly  but  be  continuous  with  the  endothelium  and  continuity 
cannot  imply  identity  when  the  two  layers  are  so  totally  unlike  one 
another.  The  connective  tissue  core  of  the  villus  leaves  the  layer 
behind  it  at  the  apex  of  the  cone,  and  branches  and  re-branches  within 
the  cone  without  any  other  covering  than  the  cells  of  the  cone  itself. 
These  cells  have  the  epithelial  characteristics  already  mentioned,  and 
we  see  every  reason  to  regard  them  as  homologous  with  the  masses  of 
foetal  epithelial  cells  at  the  tips  of  the  villi  which  we  have  described  in 
the  human  placenta.  In  the  monkey  this  structui^e  evidently  persists 
to  a  later  period  than  in  man, — for  what  reason  we  do  not  venture  to 
surmise.  The  deep  or  serotinal  surface  of  these  epithelial  cones  is 
generally  slightly  degenerated,  especially  if  the  mass  of  cells  in  the  cone 
is  large,  not  so  much  in  the  flatter  expansions,  and  the  tips  of  the 
connective  tissue  branches  of  the  villi,  which  are  usually  flush  with 
the  serotinal  surface  of  the  cones,  are  always  markedly  degenerated,  the 
nuclei  are  lost,  the  fibrillated  character  of  the  connective  tissue  disappears, 
and  the  villus  is  only  recognisable  by  its  difference  from  the  surrounding 


70 


SELECTED  PAPERS. 


structures  iu  the  matter  of  staining.  This  tendency  to  degeneration  of 
the  surface  of  the  epithelial  part  of  these  cones  we  have  noted  also, 
though  to  a  much  less  extent,  in  the  human  placenta,  and  it  is  of  course 
a  common  phenomenon  in  all  many-layered  epithelia,  especially  when 
exposed  to  pressure. 

It  is  exceedingly  to  be  regretted  that  the  histological  part  of  Selenka's 
memoir  on  the  ape's  placenta  has  as  yet  only  the  character  of  a 
preliminary  notice,  and  that  he  has  not  at  all  discussed  the  minute 
structure  of  the  advanced  placenta,  for  his  figures  show  us  that  between 
the  early  stages  of  the  monkey's  placenta  and  that  of  man  there  is  the 
most  startling  similai-ity.  This  is  especially  to  be  noted  in  the  great 
development  in  the  monkey  of  the  "  trophoblastic  "  epithelium  at  the 
tips  of  the  villi  (c/.  Taf.  35,  figs.  5,  11,  12 ;  Taf.  37,  fig.  5). 

Selenka  has  indeed  entirely  missed  the  significance  of  this  structure, 
and  regards  it  as  a  development  of  the  maternal  epithelium,  because  he 
regards  the  outer  layer  of  the  epithelial  covering  of  the  villi  as  maternal. 
In  this  view  he  stands  at  the  present  day  almost  entirely  alone,  and  his 
own  figures  might  have  shown  him  his  error.  As  Waldeyer  points  out, 
the  characters  of  the  two  epithelia  are  totally  different.  Selenka  lays 
great  stress  upon  the  fact  that  in  one  specimen  the  epithelium  at  the 
end  of  a  villus  was  found  entering  a  large  dilated  gland,  but  in  the 
figure  which  he  gives  of  this  none  of  the  twenty  or  thirty  other  villi 
which  reach  the  serotina  enter  glands  at  all,  but  are  all  coated 
with  "  trophoblastic  "  epithelium  which  is  apparently  destroying  the 
serotina.  His  fig.  12  Taf.  35  might  have  been  drawn  from  some  of 
our  preparations  of  the  early  human  placenta.  The  view  that  maternal 
epithelium  enters  into  the  covering  of  the  villi  has  been  abundantly 
discussed  by  Minot  and  ourselves,  and  need  not  be  further  entered 
into. 

The  decidua  serotina  is  robbed  by  us  of  its  "placental  layer"  (Wal- 
deyer and  Turner)  which  consists  of  the  hillocks.  The  superficial  part 
of  the  serotina  we  find  markedly  degenerated,  sometimes  forming  simply 
a  fibrinous  mass,  just  as  iu  the  human  placenta,  and  the  extremities  of 
the  mesoblastic  core  of  the  villi,  themselves  degenerated,  sometimes 
penetrate  this  layer.  Below  this  layer  is  a  true  decidua,  not  very 
diff"erent  from  the  human  serotina,  except  that  the  cells  are  never  so 
large.  There  are  many  vessels  in  this  layer,  whose  walls  are  often 
considerably  degenerated,  and  beneath  it  there  is  a  spongy  layer,  not 
well  developed,  but  having  the  same  characters  as  that  in  the  human 
placenta.  Waldeyer  doubts  the  presence  of  this  layer,  but  here  again 
a  difference  in  the  age  of  the  placentae  examined  may  explain  the 
discrepancy. 

The  decidua  vera  external  to  the  placenta  is  very  like  the  serotina, 
but  very  much  thinner  and  less  vascular. 
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IV.  The  general  Relations  of  Apes  to  Lower  Animals  and  to  the  Human 
Female  in  relation  to  Menstruation,  the  Determination  of  the  Pla- 
cental Site  and  the  Origin  of  the  Umbilical  Cord. 

Under  this  head  I  wish  to  consider  some  special  points  of  great 
interest.    These  are — 

(rt)  Menstruation  in  Apes, 
.{h)  The  Determination  of  the  Placental  Site. 
(f)   The  Origin  of  the  Umbilical  Cord. 

(a)  Menstruation  in  Apes.— In  the  higher  apes  it  is  now  well  known 
that  a  periodical  discharge  of  blood  takes  place  from  the  genitals.  The 
best  research  is  by  Bland  Sutton  who  examined  the  uteri  of  several 
macaques  and  baboons,  at  various  stages.  As  the  animals  were  killed 
and  the  parts  at  once  preserved,  no  fallacy  of  post-mortem  changes  came 
into  the  observations.  Sutton  found  that  the  mucous  membrane  became 
thickened,  that  blood  escaped  (small  in  quantity)  and  that  there  was  no 
slieddiug  of  the  superficial  layer  of  the  mucous  membrane,  the  epithelium 
remaining  intact  although  blood  ivas  found  in  the  uterine  cavity. 

In  the  human  female,  however,  as  is  now  well  known  (Kundrat  and 
Engelmann;  Leopold),  the  superficial  layer  of  the  uterine  mucous 
membrane  is  shed,  and  thus  we  have  a  distinct  difi'erence  between 
menstruation  in  apes  and  the  human  female.  Whether  or  not  in  the 
very  highest  apes  such  as  the  gorilla  and  chimpanzee,  denudation  of  the 
mucous  membrane  occurs, .  is  as  yet  unknown. 

(6)  The  Determination  of  the  Placental  Site.— i:\ie  comparative  physio- 
logy of  this  point  is  one  of  the  greatest  interest  and  value.  In  Rumin- 
ants as  is  well  known  there  are  special  elevated  and  thickened  parts  of 
the  mucous  membrane,  the  cotyledons,  on  which  the  villi  graft  and  give 
the  well  known  polycotyledonary  placenta.  We  ha,ve  therefore  specially 
developed  areas  for  placental  attachment. 

In  rabbits  the  ovum  always  grafts  itself  on  two  folds — the  placental 
folds — which  run  parallel  and  on  the  side  of  the  line  of  the  broad 
ligament  attachment. 

In  the  hedgehog,  according  to  Hubrecht,  the  o\nm  attaches  itself  and 
the  placenta  develops  in  that  part  of  the  uterine  horn  opposite  the 
broad  ligament  attachment,  the  mucous  membrane  being  thinnest  at 
the  side  next  the  broad  ligament  in  the  virgin  uterus. 

In  the  ctpes  examined  by  Selenka  it  was  found  that  there  was  a  special 
part  of  the  middle  of  the  posterior  uterine  wall — the  Haftfleck — where 
the  dorsal  lobe  of  the  bilobed  placenta  developed:  the  ventral  lobe 
developing  on  a  corresponding  portion  of  the  veiitral  uterine  surface  a 
little  later.  This  "Haftfleck"  had  about  thirty  to  forty  gland  openings 
in  it  and  increase  of  the  placental  site  was  due  to  an  increase  in  the 
"  Haftfleck." 
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It  is  of  remarkable  interest  that  in  the  apes  with  bilobed  placenta 
and  where  the  uterus  is  formed  on  the  same  plan  as  the  human 
female,  i.e.,  has  Fallopian  tubes  and  a  single  uterus,  pregnancy  is  made 
uterine  by  this  arrangement  of  a  "  Haftfleck  "  for  the  placental  site  and 
that  in  all  apes  with  -a  bilobed  placenta,  the  placenta  is  invariably  in 
the  same  position,  tlic  middle  portion  of  the  anterior  and  posterior 
uterine  walls. 

Ill  those  apes  with  a  single  placenta  we  have  no  special  observations. 
In  the  human  female  the  placenta  may  graft  itself  normally  on  any 
part  of  the  uterine  surface  proper,  i.e.,  never  below  the  os  internum  nor 
outside  the  inner  openings  of  the  Fallopian  tubes.  If  we  take  the 
bicornuous  uterus  as  displayed  in  a  ruminant,  we  find  a  narrow  tube, 
then  the  coriiua.  The  implantation  of  the  placenta  in  the  cornua  is 
favoured  by  the  cotyledouary  arrangement  and  no  tubal  pregnancy  has 
ever  been  found. 

In  the  human  female  I  have  already  thrown  out  the  suggestion  that 
the  human  ovum  can  only  graft  on  connective  tissue,  and  that  menstrua- 
tion thus  bares  a  safe  area.  It  must  be  remembered  that  the  Fallopian 
tube  of  the  human  female  has  a  very  perfect  mucous  membrane,  and 
one  that  can  form  a  serotina  like  the  uterine  mucous  membrane  itself, 
and  it  is  possible  that  the  menstrual  denudation  maps  out  a  normal 
attachment-area  in  the  human  female. 

(c)  The  Origin  of  the  Umbilical  Cord. — The  origin  of  the  cord  is  at 
present  disputed.  The  view  usually  adopted  is  that  of  Kolliker,  viz., 
that  at  one  period  the  developing  ovum  is  free  but  is  again  moored  to 
the  chorion  by  the  outgrowth  of  the  allantois. 

His,  on  the  other  hand,  maintains  that  at  an  early  stage  the 
developing  ovum  is  in  connection  with  the  chorion  by  its  posterior  end, 
the  "  Bauchstiel,"  that  this  forms  the  cord,  the  allantois  tunnelling  it  as 
it  were.  The  covering  of  the  cord  is  therefore  morphologically,  skin  and 
hot  amnion.  At  first  the  cord  is  covered  Avith  a  single  layer  of  cells  ;  at 
about  the  third  month  this  layer  is  multiple  and  at  the  full  time,  many- 
layered  and  flattened.  Thus  the  covering  of  the  cord  is  morphologically 
skin  but  not  so  completely  differentiated  as  over  the  foetus. 

Hertwig,  on  the  other  hand,  holds  that  the  developing  ovum  is 
attached  to  the  chorion  at  first  by  amnion.  The  closure  of  the  amnion 
is  at  the  posterior  end  of  the  embryo.  The  allantois  grows  out,  not 
free  into  the  coelom  but  along  the  ventral  surface  of  the  amniotic 
attachment. 

Selenka  describes  this  last  condition  as  occurring  in  the  monkey. 
The  question  however  cannot  be  considered  settled  as  yet. 

I  have  only  a  few  words  now  on  the  relation  of  this  class  of  apes  to 
the  scale  of  evolution.  We  regard  the  main  branches  of  the  Mammalia 
as  having  diverged  from  the  primitive  Monotremes  and  Marsupials. 
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Thus  we  have  Monotremes,  Marsupials,  and  thou  the  Primates  compris- 
iu.v  Leuuirs,  Apes  aud  Man.  Wo  have  here  a  gradation.  The  Ornitho- 
rhynchus  has  a  completely  bifid  genital  tract  and  lays  eggs;  the 
Marsupials  have  a  less  bifid  uterus  and  a  very  imperfect  villous  attach- 
ment of  the  foetus  to  the  maternal  structures  ;  the  Lemurs  have  a 
bicoruuous  uterus  and  diffuse  placenta ;  the  lower  apes,  a  single  uterus, 
bilobed  placenta  and  no  reflexa ;  the  higher  apes  and  human  female,  a 
single  uterus,  single  placenta  and  reflexa.  Looked  at  from  the  special 
point  of  attachment  of  the  placenta  we  get 

(a)  No  attachment  of  foetal  tissues  ;  egg  :  Ornithorhynchus. 

(6)  Very  imperfect  attachment :  Kangaroo. 

(c)  More  perfect  attachment  but  placenta  diffuse  and  non-deciduate 
— Lemurs. 

{d)  Placenta  deciduate  but  not  embedded— lower  apes, 
(e)  Placenta  with  reflexa,  i.e.,  ovum  embedded  at  first  in  maternal 
tissue— placenta  deciduate,  higher  apes  and  human  female. 
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Part  or  the  Amnion,  Chorion,  and  Placenta  of  Macacus  rhesus  :—nm.,  Amnion  ;  cli.,  Chorion  ; 
<:k.ep.,  Fcetal  epithelium  (ectoderm  covering  the  cliorion  and  main  villi) ;  ep.dct.,  The  superficial  layer 
of  the  epithelium  detached  in  places  (WaUleyer's  endotheliiim) ;  v.,  Vilhis  ;  v.m.,  Villous  stem  ;  ((v/., 
Ai-tery  ;  vn.,  Vein  ;  i.v.«.,  Intervillous  space  containing  maternal  blood.    Ob.  g,  oc.  4. 
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Section  throcigh  the  same  Placenta  to  illustrate  the  attachmekt  to  the  Decidua 
Sfrotina:-™, Degenerate.1  villi;  deg.cp.,  Degenerated  foetal  'nHthehmn  on  t^^^^ 
trophoblast;  dec,  Decidna ;  deg.dec,  Regenerated  deoidiia  So-called^^  c^^ 

trophoblastic  expansion  of  the  foetal  ectoderm  at  the  extremities  of  the  main  villi.    Othei  lettei» 


as  in  fig.  1 7. 
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PART  II. 

CONTRIBUTIONS  TO  THE  MECHANISM  OF  NATURAL 
AND  MORBID  LABOUR. 


CHAPTER  VIII. 


THE  INCONSISTENCIES    OF    THE    PRESENT  OBSTETRIC 
NOMENCLATURE  FOR  POSITIONS. 

For  the  various  positions  the  child  may  occupy  at  the  beginning  of 
labour,  we  have  at  present  a  nomenclature  pretty  generally  agreed 
upon.  This  nomenclature  has  grown  up  gradually,  and  has  been 
specially  discussed  by  the  Committee  whose  formation  was  suggested  by 
Prof.  Russell  Simpson  at  the  London  International  Congress. 

In  naming  the  head  positions,  the  occiput  is  taken  as  the  factor,  and 
therefore  L.O.A.  means  that  "position"  Avhere  the  occiput  is  to  the  left 
and  front. 

In  FACE-CASES,  howcver,  the  chin  is  regarded  as  the  guide,  and  thus 
we  speak  of  L.M.A.,  i.e.,  the  face  position  with  the  chin  to  the  left  and 
front. 

In  BREECH  CASES,  again,  the  positions  are  taken  from  the  sacrum,  and 
thus  we  have  L.S.A.,  meaning  that  position  where  the  sacrum  is  to  the 
left  and  front. 

In  TRANSVERSE  CASES,  finally,  the  nomenclature  has  varied  much. 
The  most  common  position  has  been  variously  termed,  dorso-anterior, 
left  cephalo-iliac,  or  left  scapulo-anterior,  etc. 

Now,  in  this  nomenclature  there  is  no  consistency,  although  there 
may  be  convenience,  provided  one  does  not  go  to  the  root  of  the  matter. 
To  understand  the  present  errors  and  the  way  out  of  them  we  must 
recur  to  the  definition  of  what  is  termed  "  position. " 

"Position"  involves  two  factors,  i.e.,  we  must  define  the  relation  of  a 
certain  part  of  the  child  to  a  certain  region  of  the  mother.  The  latter 
factor  is  easily  determined,  as  it  is  the  upper  strait  of  the  bony  pelvis. 
In  this  we  take  either  the  ilio-pectineal  eminences  or  sacro-iliac  joints, 
according  as  the  position  is  anterior  or  posterior  ;  or  where  the  Solayres' 
obliquity  is  not  present  (the  presenting  part  lying  in  the  transverse)  we 
take  the  iliac  bone  itself  where  the  transverse  diameter  impinges,  and 
use  the  word  "  iliac  "  instead  of  "  ilio-pectineal."  To  divide  the  brim 
into  quadrants,  as  Dr  Milne  Murray  suggests,'  is  met  by  the  difficulty 
of  tlie  occasional  absence  of  Solayres'  obliquity — when  the  occiput,  for 
instance,  would  occupy  two  quadrants. 

'  V.  Edinburgh  Medical  Journal,  1890,  p.  360. 
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Besides,  the  real  difficulty  in  defining  "position"  is  the  foetal  factor. 
In  the  ordinary  nomenclature  it  is  "occiput"  in  head  cases,  "chin"  in 
face  cases,  "sacrum"  in  breech  cases,  and  "acromion"  in  transverse 
ones.  Now  head,  chin,  sacrum,  and  breech  can  have  no  topographical 
unity.  They  are  so  diverse  that  one  is  forced  to  try  to  define  the  foetal 
factor  of  position  in  some  other  way. 

I  strongly  urge  a  functional  definition,  and  think  the  best  is  the 
following,  viz.,  ^'■Position  is  the  relation  to  the  upper  strait  of  the  i^dvis  of 
that  portion  of  the  presenting  part  of  the  foetus  luhich  should  fvrst  rotate  to 
the  front  in  the  movement  of  internal  rotation.'" 

This  is  really  no  new  principle,  as  evidently  in  face  cases  the  chin  has 
been  chosen  as  the  foetal  indicator  of  position,  and  apparently  because  it 
is  of  importance  that  it  should  rotate  to  the  front  in  internal  rotation. 

We  can  now  rearrange  the  nomenclature  as  follows  : — 

Head  and  face  cases  retain  their  nomenclature.  In  breech  we  take 
the  hip,  and  have,  therefore — 

Dorso-anterior,        .        .    Left  coxa-cotyloid. 

„         „  .       •    Riglit  „ 

Dorso-posterior,       .       .    Left    „  ,, 
„         „  •        •    Right  „ 

For  transverse  cases  we  have — 

Dorso-anterior,        .        .    Left  acromio-iliac. 

•        •    Right  „ 
Dorso-posterior,       .       .    Left      „  „ 

•    Right  „ 

It  must  be  noted  that  "right"  and  "left"  "anterior"  and  "posterior" 
refer  only  to  the  mother. 

This  nomenclature  is  accurate,  logical,  simple,  and  it  tells  the  student, 
moreovei',  a  great  fact  about  internal  rotation.  The  old  nomenclature 
was  inaccurate,  had  no  logical  consistence,  and  should  of  course  be 
altered. 

I  am  not  bigoted  in  regard  to  this  matter.  It  might,  for  instance,  be 
possible  to 'define  position  as  "the  relation  of  the  dorsal  aspect  of  the 
presenting  part  to  the  upper  strait  of  the  pelvis."  This  would,  however, 
involve  the  alteration  of  the  nomenclature  in  face-cases  to  "  left-fronto 
anterior,"  etc.,  and  would  be  an  unfortunate  necessity,  but  much  better 
than  adhering  to  a  nomenclature  that  is  contradictory  and  confusing. 

The  term  "  Presentation  "  is  best  defined  as  =  "  and  the  long  axis  of 
the  mother  and  child  cut  (or  coincide)."  Breech  presentation  =  Breech 
in  lower  uterine  segment  and  the  long  axis  of  the  uterus  and  mother 
coincide.  Transverse  presentation  =  Shoulder  in  lower  uterine  segment 
and  the  long  axis  of  uterus  and  child  intersect. 


CHAPTER  IX. 


NATURE  AND  CAUSE  OF  THE  MOVEMENT  OF 
INTERNAL  ROTATION. 

Although  internal  rotation  is  one  of  the  most  striking  movements  of 
the  part  engaging  in  the  pelvis  during  parturition,  Ave  are  yet  in  want, 
not  only  of  a  reasonable  explanation  of  its  cause,  but  also  of  a  detailed 
description  of  its  nature  in  the  various  presentations,  normal  and 
abnormal,  in  which  it  happens. 

In  taking  up  this  subject,  T  purpose  considering  it  under  the  following 

divisions : 

1.  The  Hindrances  to  a  Right  Conception  of  the  Causation  of 
THE  Movement,  due  to  Erroneous  Anatomy  and  Description. 

2.  The  Anatomy  of  the  Parts  concerned  in  bringing  about 
Rotation. 

3.  A  Description  of  the  Movement  of  Internal  Rotation  in  the 
various  Presentations. 

4.  The  Causation  of  the  Movement  op  Internal  Rotation, 
General  and  Particular. 

1.  The  Hindrances  to  a  Right  Conception  of  the  Causation  of 
the  Movement,  due  to  Erroneous  Anatomy  and  Description. 

Our  knowledge  of  the  cause  of  rotation  has  been  greatly  retarded  by 
the  assumption  that  it  must  be  due  to  some  shape  of  the  bony  pelvis. 
The  tissue  lining  the  pelvis  has  been  regarded  as  having  little  influence, 
although  in  German  text-books  the  pressure  of  the  tissue  lining  the 
posterior  wall  of  the  pelvis  has  always  been  held  to  be  a  factor  in 
determining  it.  Now,  mere  change  of  shape  in  the  bony  pelvis  will  not 
cause  rotation  ;  the  only  result  can  be  a  distortion  of  the  head,  i.e.,  the 
head  will  mould  itself  to  the  varying  capacity  of  the  bony  pelvic  walls, 
but  not  necessarily  rotate.  This  holds  even  more  strongly  of  the 
breech.  Another  very  misleading  term  has  been  posterior  rotation  of 
the  occiput  in  head  cases,  or  chin  in  face  presentations.  As  I  hope  to 
show,  no  part  in  the  pelvis  ever  rotates  primarily  backwards.  Rotation 
is  always  a  forward  and  inward  movement. 
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2.  The  Anatomy  of  thk  Parts  concbrnbu  in  Rotation. 
This  must  be  considered  in  relation  to — 

(«)  The  Canalised  Pelvis  and  Pelvic  Floor. 
(I))  The  Foetal  Body,  especially  the  Head. 

{(()  The  Canalised  Pelvis  and  Pelvic  Floor. — This  may  he  considered 
as  made  up  of  two  parts,  one  in  front  of  the  transverse  of  the  brim  and 
true  pelvis,  the  other  behind  it.  The  first  is  the  anterior  half  of  the 
pelvis  and  tissues,  the  second  is  the  posterior  half  with  its  tissues. 

During  the  second  stage  of  labour  the  anterior  half  of  the  canalised 
pelvis  is  practically  the  same  as  that  of  the  bony  pelvis,  inasmuch  as 
the  bladder  and  retropubic  fat  are  partially  drawn  out  of  the  pelvis,  and 
it  is  lined  symmetrically  with  vaginal  and  cervical  tissue. 

The  posterior  pelvic  wall,  chiefly  sacrum  and  coccyx,  is  different,  how- 
-ever,  inasmuch  as  it  has  springing  from  it  a  segment  of  the  pelvic  flooi', 
the  sacral  segment,  attached  to  the  sacrum,  coccyx,  and  edges  of  the 
sciatic  notches. 

This  sacral  segment  is  the  most  important  factor  in  bringing  about 
rotation,  and  as  such  must  be  fully  considered. 

It  is  fixed  above  to  the  sacrum  and  coccyx,  extends  downwards  from 
the  bony  outlet  of  the  pelvis  posterior  to  the  ischial  tuberosities,  and  is 
unattached  at  the  lower  end.  It  thus  includes  the  posterior  vaginal 
wall  and  tissues  behind  it,  and  has  embedded  in  it  parts  of  the  obturator 
internus,  coccygeus  and  levator  ani  muscles,  as  well  as  the  transversus 
perinei.  Part  of  the  strong  gluteus  maximus  also  enters  into  its  forma- 
tion (figs.  1  and  2,  Plate  VII.). 

Owing  to  its  attachments,  it  can  be  pulled  back  and  made  to  recoil,  e.g., 
by  Sims'  speculum,  or  driven  back  by  the  part  of  the  foetus  engaging  in 
the  pelvis.  It  is  the  strong  segment  of  the  pelvic  floor,  as  will  be  under- 
stood by  the  following  measurements  : 

Length  from  tip  of  coccyx,  .  .  -3  inches. 

Thickness  at  level  of  cervix  uteri   .  .  .2  inches. 

Do.,  at  anus,  .  .  -2  inches. 

The  length  is  of  course  increased  during  labour.  The  sacro-sciatic 
ligaments,  coccygeus,  and  levator  ani  muscles  all  help  to  restrain  undue 
driving  back  of  the  lower  portion  of  the  sacrum  and  coccyx  as  well  as  of 
the  sacral  segment. 

It  is  important  to  consider  it  divided  into  two  portions— a  right 
lateral  and  left  lateral— lying  respectively  to  the  right  and  left  of  an 
imaginary  vertical  mesial  line  on  the  lower  portion  of  the  sacrum 
•coccyx  and  posterior  vaginal  wall  (fig.  2,  Plate  VII.).  The  anterior  pelvic 
wall  may  be  considered  as  the  concave  aspect  of  a  segment  of  a  circle, 
on  part  of  which  the  rotating  head  or  body  glides. 

One  specially  important  point  to  be  kept  in  mind  is  that  the  anterior 
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and  posterior  walls  of  the  canalising  pelvis  are  of  very  unequal  lengths, 
and  that  consequently  the  anterior  portion  of  the  presenting  part  at  the 
brim  will  touch  the  sacral  segment,  and  be  compressed  or  pushed 
forward  by  it  very  much  sooner  than  the  presenting  ]mrt  lying 
posteriorly.  Tlie  recoil  of  the  sacral  segment  is  increased  as  we  pass 
towards  its  lower  end,  as  it  acts  like  a  lever  of  the  first  order  (fig.  1, 
Plate  VII.). 

(6)  The  Foetal  Body,  especially  the  Head. — The  only  point  I  wish  to 
note  here,  is  the  relation  between  the  head  and  canalised  pelvic  floor  so 
far  as  mere  fitting  is  concerned.  One  factor  in  rotation  depends  on 
whether  or  not  the  head,  for  instance,  passes  through  the  pelvis  easily 
or  the  reverse.  In  the  production  of  malrotated  head  cases  this  is  an 
important  factor.  Another  way  to  put  this  is  as  follows.  The  question 
as  to  whether  the  occiput  or  sinciput  will  be  deeper  in  the  pelvis 
depends  on  whether  the  relation  between  the  head  and  pelvis  is  such 
that  the  latter  accommodates  the  suboccipito-bregmatic  diameter  or 
the  suboccipito  -  frontal.  The  head  is  here  considered  as  made  up 
of  the  occiput  and  sinciput  —  the  one  begins  behind,  the  other  in 
front  of,  a  coronal  plane  drawn  at  the  posterior  margin  of  the  anterior 
fontanelle. 

3.  A  Description  of  the  Movement  of  Internal  Rotation  in 
THE  various  Presentations. 

I  briefly  remark,  first,  that  while  the  path  of  the  head  during  rotation 
is  a  complex  one,  and  is  not  exactly  known,  it  is  sufiicient  to  describe  it 
as  a  rotation  of  the  head  on  an  imaginary  and  varying  vertical  axis, 
occurring  when  the  head  is  at  a  varying  part  of  the  true  pelvis,  usually 
below  the  level  of  the  ischial  spines,  i.e.,  when  the  leading  part  comes 
within  the  sphere  of  the  sacral  segment. 

Internal  rotation  takes  place  in  head,  face,  forehead,  breech,  and 
spontaneous  expulsion  cases.  The  clinical  facts  as  to  internal  rotation 
in  each  of  these  is  briefly  as  follows  : — 

Head. — In  the  L.O.A.,  the  occiput,  known  by  its  small  fontanelle, 
lies  below  the  brim,  opposite  the  left  ilio-pectineal  eminence,  becomes 
driven  down,  and  when  it  strikes  the  left  lateral  half  of  the  sacral 
segment,  i.e.,  when  asymmetric  to  the  sacral  segment,  is  rotated  through 
a  quarter  of  a  circle  to  the  front  and  right,  so  that  it  lies  wholly  or 
partially  within  the  pubic  arch,  and  as  it  now  lies  symmetrically  to  the 
sacral  segment,  rotates  no  further  (a,  fig.  1,  Plate  VIII.). 

In  the  L.O.A.  the  occiput  rotates  to  the  front  and  right,  i.e.,  the  part 
deep  in  the  pelvis,  and  first  striking  the  left  half  of  the  sacral  segment, 
becomes  rotated  to  the  right  and  front. 

In  the  li.O.A.  the  occiput  rotates  to  the  front  and  left  through 
a  quarter  of  a  circle,  i.e.,  in  the  R.O.A.,  the  part  deep  in  the  pelvis,  and 
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tirst  striking  the  right  lateral  half  of  the  sacral  segment,  is  rotated  to 
the  front  and  left  (fig.  1,  6,  Plate  VIII.). 

In  the  R.O.P.  we  may  have  two  rotations — (a)  The  normal  or  lone/, 
and  (b)  The  abnormal  or  short. 

(a)  The  normal  or  long  takes  place  so  that  the  occiput  passes  from 
the  region  of  the  right  sacro-iliac  synchondrosis  to  the  pubic  arch. 
Clinically,  the  occiput  is  felt  leading,  and  the  occiput  fits  the  pelvis 
accurately — the  head  is  never  a  small  one.    In  the  R.O.P.,  therefore, 
when  the  occiput  leads  and  strikes  the  right  half  of  the  sacral  segment 
•  before  the  sinciput  touches  the  left  lateral  half,  it  is  rotated  thx-ough 
three-jg[uarters  of  a  circle  to  the  front  and  left  (fig.  1,  e,  Plate  VIII.). 
{b)  The  abnormal  or  short  rotation  has  been  greatly  misunderstood, 
owing  to  erroneous  terminology.    In  R.O.P.  cases  where  the  head  is 
small,  the  sinciput  is  deep  in  the  pelvis,  consequently  strikes  the  left 
half  of  the  sacral  segment  first,  and  is  rotated  by  it  to  the  front  and 
right  through  a  quarter  of  a  circle.    Thus  the  occiput  lies  in  the  hollow 
of  the  sacrum,  and  no  further  rotation  of  the  head  takes  place,  inasmuch 
as  the  head  is  now  symmetrically  placed  to  the  whole  sacral  segment 
(fig.  1,  g,  Plate  VIII.).    The  malrotated  occipito^oosterior  cases  are  really 
rotations  forward  of  the  sinciput,  occur  in  cases  where  the  head  is  small,  and 
can  easily  be  predicted  during  labour  by  noticing  the  deq)  position  of  the 
sinciput,  i.e.,  deep  position  of  anterior  fontanelle.    They  are  best  termed, 
therefore,  after  rotation,  sinciput  to  pubis  cases. 

I  need  not  detail  the  L.O.P.,  as  we  have  either  (a)  long  rotation  of 
the  occiput  from  left  to  right  (fig.  1,  Plate  VIII.)  or  (b)  short  rotation  of 
sinciput  from  right  to  left  (fig.  1,  d,  Plate  VIIL). 

The  rotation  of  the  shoulders  is  simple.  In  the  L.O.A.  the  right 
shoulder  is  anterior,  strikes  the  right  half  of  the  sacral  segment  fii-st, 
and  is  rotated  by  the  pressure  on  its  anterior  aspect,  to  the  front  and 
loft,  through  quarter  a  circle.  The  head  is  therefore  externally  rotated 
to  the  left  (restitution). 

In  the  P.O. A.  the  left  shoulder  is  anterior,  and  is,  for  reasons  already 
o-iven,  rotated  to  the  front  and  right,  causing  external  rotation  to  the 
right  (restitution). 

In  the  L.O.P.  and  R.O.P.  either  shoulder  may  strike  a  lateral  half  of 
the  sacral  segment,  and  thus  rotation  of  the  shoulders  may  occur  to 
right  and  front  or  left  and  front  in  each  {v.  Plate  VII.,  fig.  1). 

Interned  Rotation  in  Face  Cases.  —  We  name  face  cases  according 
to  the  position  of  the  chin  (mentum)  as  L.M.A.,  R.M.A.,  R.M.P., 
L.M.P.  In  these  positions  the  rotations  are  in  all  respects  equiva- 
lent to  the  occipital  one,  the  chin  taking  the  place  of  the  occiput. 
Thus  in  the  L.M.A.,  the  chin  makes  the  short  rotation  to  the  front 
and  right ;  in  the  R.M.A.,  it  makes  the  short  rotation  to  the  left  and 
front. 
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In  the  R.M.P.,  however,  the  normal  rotation  is  the  long  one  from  the 
right  sacro-iliac  synchondrosis  to  the  pubis ;  but  we  occasionally  get, 
not  the  chin  rotating  directly  to  the  front,  but  the  forehead  making  the 
short  rotation  to  the  front.  In  the  L.M.P.  we  have  exactly  a  similar 
pi-ocess.  In  malrotated  face  cases,  therefore,  where  the  chin  after 
rotation  is  found  in  the  liollow  of  the  sacrum,  we  have  really  a  rotation 
of  the  forehead  forward. 

In  Breech  Cases  internal  rotation  is  always  short,  the  deeper  hip 
rotating  through  quarter  of  a  circle  to  the  front.  The  rotation  of 
shoulder  and  head  is  easily  known,  if  the  general  law,  to  be  stated  at 
the  end,  is  kept  in  mind. 

In  Forehead  Cases  rotation  usually  takes  place  so  that  the  face  lies 
behind  the  pubis,  after  which  the  occiput  passes  over  the  perineum  prior 
to  the  escape  of  the  face  and  chin  under  the  pubic  arch.  Forehead 
cases  are  so  rare,  however,  that  the  particulars  in  each  form  of  the 
mechanism  is  not  known  with  certainty.  In  the  most  remarkable  form 
of  mechanism  known  as  Spontaneous  Expulsion,  where  the  doubled-up 
foetus  is  driven  down  into  the  pelvis  shoulder  first,  and  the  breech 
driven  over  the  perineum,  we  usually  get,  prior  to  this  delivery  of  the 
breech,  a  rotation  of  the  deep  shoulder,  so  that  it  passes  from  the  region 
of  the  obturator  foramen  to  lie  under  the  pubic  arch.  A  case  of  this  will 
be  presently  narrated.  Finally,  I  may  note  that  in  the  rickety  pelvis, 
where  the  concavity  of  the  anterior  pelvic  wall  is  much  diminished, 
we  may  get  internal  rotation  occurring  as  in  an  occipital  case  in 
a  normal  pelvis ;  while  in  the  kyphotic  pelvis  the  right  occipito- 
iliac  position  is  common,  "the  occiput  rarely  turns  forwards,  deep 
transverse  position  is  common,  and  posterior  rotation  not  uncommon  " 
(Champneys). 

4.  The  Causation  of  the  Movement  of  Internal  Rotation, 
General  and  Particular. 

It  will  help  greatly  to  clear  up  our  ideas  as  to  the  causation  of  rota- 
tion if  we  first  exclude  certain  alleged  factors. 

Firstly,  The  shape  of  the  rotated  part  can  have  no  essential  j)]ace  in 
determining  this  movement,  inasmuch  as  the  shoulder  in  tlie  pelvis, 
with  its  soft  and  varying  outline,  is  rotated  in  spontaneous  expulsions 
just  as  the  occiput  is. 

Parts  of  the  foetus  of  the  most  variable  shape  and  consistence,  if  in 
the  pelvis,  may  become  internally  rotated.  Occiput,  sinciput,  chin, 
forehead,  buttock,  shoulder,  all  varying  from  one  another  markedly  in 
shape,  size,  and  consistence,  yet  rotate  when  once  they  come  within  the 
range  of  a  lateral  part  of  the  sacral  segment. 

Secondly,  The  shape  of  the  inner  surface  of  the  bony  pelvis  is  not  of 
essential  moment ;  or,  to  put  it  in  another  way,  the  contour  of  the 
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normal  inner  aspect  of  the  true  pelvis  is  not  necessary  to  x'otution. 
Rotation  may  occur  in  the  rickety  pelvis  where  there  is  great  loss  of 
concavity  in  the  anterior  and  posterior  bony  pelvic  walls,  and  where  the 
much  vaunted  inclined  planes  have  lost  most  of  their  inclination  ;  or  in 
the  kyphotic  pelvis,  wliere  we  have  changes  diametrically  opposed  to 
those  of  the  rickety  distortion. 

The  'presence  of  the  anterior  concave  pelvic  wall,  on  which  posterior 
pressure  may  slide  the  deep  presenting  part,  more  than  its  precise  shape, 
is  important.  Tlie  great  factor  in  producing  rotation  is  the  recoil  of  one 
lateral  half  of  the  sacral  segment  on  the  part  first  touching  it.  We 
have  seen  that  the  sacral  segment  in  the  canalised  pelvic  floor  is  fixed 
above  to  the  posterior  portion  of  the  bony  pelvic  outlet  (viz.,  sacrum 
and  coccyx,  and  as  far  forward  as  ischial  tuberosities),  while  it  is  free 
below.  It  is  thus  driven  back  by  the  successive  portions  of  the  foetus, 
causing  the  Avell-known  bulging  of  the  perineum.  Rotation  ceases 
when  the  part  in  the  pelvis  is  symmetrical  to  the  sacral  segment,  i.e., 
when  the  head  has  rotated  so  that  the  occiput  is  symmetrically  placed 
to  the  sacral  segment,  we  get  no  further  rotation.  This  shows  dearly 
that  it  is  the  dee])  engaging  part  first  striking  a  lateral  half  of  the  sacral 
segment,  driving  it  back  and  causing  its  recoil,  along  with  the  guiding 
influence  of  the  corresponding  pubic  ramus,  luhich  is  the  essential  catcse  of 
rotation. 

The  recoil  of  a  lateral  half  of  the  pelvic  floor  is  not  in  the  conjugate, 
but  as  near  as  may  be  at  right  angles  to  the  insertion  of  that  half  into 
the  bony  pelvic  outlet,  i.e.,  more  or  less  parallel  to  the  corresponding 
half  of  the  anterior  segment  of  the  bony  pelvis  or  to  the  pubic  ramus 
(fig.  2,  Plate  VIII.).  This  leads  the  way  to  the  additional  factors.  The 
initial  Solayres'  obliquity  of  the  head,  shortness  of  the  anterior  pelvic 
wall,  excess  of  elastic  tissue  in  the  posterior  bony  wall,  and  therefore 
greater  friction  on,  and  retardation  of,  the  part  lying  there— all  help  to 
bring  about  a  deep  anterior  engaging  portion  which  shall  strike  a  lateral 
half  of  the  sacral  segment,  and  be  pushed  forward  during  the  pain  ni 
a  direction  nearly  parallel  to  the  corresponding  half  of  the  anterior 
segment  of  the  bony  pelvis. 

We  may  now  apply  these  general  principles  to  the  various  instances 
in  which  internal  rotation  occurs. 

In  the  L.O.A.  the  occiput  strikes  the  left  lateral  half  of  the  sacral 
segment  early,  for  the  following  reasons  :— The  head  with  Roederer's 
obliquity  {i.e.,  occiput  deeper  at  brim  than  sinciput),  and  with  an 
antero-posterior  diameter  in  the  right  oblique  of  brim  (Solayres' 
obliquity),  has  its  occipital  end  placed  vertically  above  the  left  lateral 
half  of  the  sacral  segment,  and  in  consequence  of  the  shortness  of  the 
anterior  pelvic  wall,  strikes  it  early  as  compared  with  the  sinciput. 
The  latter  not  only  has  the  longer  posterior  pelvic  wall  to  travel  along 
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(Hy'.  ],  PI.  VIII.),  but  is  also  hindered  by  the  friction  of  the  greater 
thickness  of  tissue  there.  The  left  lateral  segment,  therefore,  recoils 
oarlv  on  the  posterior  aspect  of  the  occiput  in  a  direction  parallel  to 
the  corresponding  half  of  the  anterior  i)elvic  wall,  i.e.,  the  occiput 
becomes  rotated.  The  head  now  lies  symmetrically  to  the  sacral 
segment,  with  its  right  and  left  halves  resting  on  the  corresponding 
halves  of  the  sacral  segment,  and,  therefore,  no  further  rotation  takes 
l)laco.  In  the  R.O.A.,  for  the  same  reasons,  the  occiput  strikes  the 
right  lateral  half  of  the  saci-al  segment,  and  is  rotated  to  the  front 
and  left. 

In  the  R.O.P.  we  have  two  possibilities  in  rotation  to  explain.  There 
may  be  fii"st  what  is  termed  the  normal  or  long  rotation  of  the  occiput 
inward  and  to  the  left,  from  the  region  below  the  sacro-iliac  synchon- 
drosis to  the  arch  of  the  pubis ;  and  the  abnormal  rotation,  where  the 
sinciput  rotates  from  a  point  below  the  left  ilio-pectineal  eminence  to 
the  posterior  aspect  of  the  pubis,  the  so-called  jjosterior  rotation  of  the 
occiptit  into  the  holloiu  of  the  sacmm.  This  last  descriptive  term  is  a  very 
bad  one,  and  should  never  be  used,  as  both  rotations  are  to  the  front — 
the  one  of  the  occiput  to  the  front  and  left  (fig.  1,  e,  PI.  VII.),  the  other 
of  the  sinciput  to  the  front  and  right  (fig.  1,  g,  PI.  VII.).  The  diiference  in 
the  rotation  is  due  to  the  relation  in  point  of  size  or  fitting  of  the  head 
to  the  pelvis.  If  the  head  so  fits  the  pelvis,  i.e.,  is  so  large  that  a 
suboccipito-bregmatic  diameter  engages  in  the  pelvis,  then  the  occiput 
first  strikes  the  right  lateral  half  of  the  sacral  segment,  and  is  rotated 
to  the  front;  whereas,  if  the  head  engages  in  the  pelvis  Avith  the  sinciput 
low,  i.e.,  if  the  pelvis  can  accommodate  the  occipito-frontal  diameter, 
then  the  sinciput  first  strikes  the  left  lateral  half  of  the  sacral  segment, 
and  is  rotated  to  front  and  right. 

The  same  reasoning  holds  for  the  L.O.P.  Usually  the  occiput  first 
strikes  the  left  lateral  half  of  the  sacral  segment,  and  is  rotated  to  the 
front  and  right ;  or  the  sinciput,  when  the  head  is  small,  first  strikes 
the  right  lateral  half  of  the  sacral  segment,  and  is  rotated  to  the  front 
and  left. 

In  face  cases  Ave  have  in  the  L.M.A.  and  R.M.A.  the  chin  leading  and 
being  rotated  as  in  the  occipital  cases.  In  the  R.M.P.  and  L.M.P.  the 
size  of  the  head  is  again  influential.  If  the  so-called  extension  is  well 
marked,  then  the  chin  first  strikes  its  corresponding  half  of  the  sacral 
segment,  and  is  rotated  to  the  front.  The  forehead,  however,  may  be 
deeper,  and  thus  the  forehead  is  rotated  to  the  front,  the  chin  passing 
indirectly  into  the  hollow  of  the  sacrum.  This  happens  when  the 
fronto-mental  diameter  is  small.  I  need  not  go  into  detail  in  breech  and 
shoulder  cases.  In  breech  cases  the  anterior  hip  is  deep,  the  posterior 
always  being  retarded,  and  thus  the  anterior  is  always  rotated  to  the 
f)-ont. 
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The  following  clinical  cases  have  been  noted  by  nie  as  helping  in  the 
clearing  up  of  this  problem  : — 

Case  L: — RO.P.  at  brim;  forehead  in  pelvis,  and  face  at  pubic  arch. 
Child's  head  small,  and  occiput  ristarded  by  posterior  pelvic  tissue. 

Case  II. — Seen  with  Dr  M'Call.  Prolapse  of  funis ;  cervical  canal 
admitted  three  fingers ;  ribs  presenting.  Chlorofonn  being  adminis- 
tered, I  passed  my  hand  into  the  vagina  and  fingers  through  cervical 
canal,  pulled  down  a  knee,  and  left  the  case.  An  hour  afterwards  the 
breech  was  in  the  pelvis  and  leg  down,  with  hips  right  and  left.  The 
leg  pulled  or  rotated  to  the  front,  because  this  part  was  first  pulled 
against  a  lateral  half  of  the  sacral  segment. 

Case  III.- — Seen  with  Dr  Stanley.  Six  months'  fcetus  lying  trans- 
verse and  impacted  in  pelvis.  Shoulder  to  left  and  front,  and  arm 
protruding.  First  movement  was  one  of  rotation  of  shoulder  to  fi'ont, 
and  then  the  body  and  breech  were  driven  over  perineum. 

Case  IV. — Seen  with  Dr  Darling.  Mento-posterior,  with  forehead 
low,  and  chin  ultimately  found  in  hollow  of  sacrum. 

All  these  cases  illustrate  the  formulae  as  to  internal  rotation,  which 
I  now  state  as  follows  : — 

1.  Whatever  part  of  the  foetal  head  or  trunk  first  strikes  a  lateral  half  or 
lateral  part  of  the  sacral  segment  is  rotated  internally  to  the  front  and 
in  the  direction  opposite  to  the  lateral  half  or  lateral  part  of  the  segment 
so  acting. 

2.  No  part  of  the  foetus  is  ever  rotated  directly  into  the  hollow  of  the 
sacrum.  The  passage  of  the  occiput  into  the  hollow  of  the  sacrum  in 
its  so-called  posterior  rotation  is  exactly  equivalent  to  the  passage  of  the 
sinciput  into  the  hollow  of  the  sacrum  in  normal  rotation,  and  should 
be  excluded  from  descriptive  terminology,  as  the  latter  is. 

3.  The  direction  of  rotation  may  be  predicted  in  any  case  by  noting 
what  part  first  strikes  persistently  a  lateral  half  of  the  sacral  segment. 

This  view  of  rotation  gives,  in  my  opinion,  a  more  coherent  idea  of 
all  the  rotations  than  those  based  on  the  shape  of  the  head  or  pelvis 
only.  I  do  not  deny  the  influence  of  the  shape  of  the  internal  surface 
of  the  pelvis,  but  I  deny  that  it  alone  can  determine  rotation. 

It  seems  to  me,  also,  that  we  here  see  an  explanation  of  the  pelvic 
inclination,  Eoederer  obliquity,  Solayres  obliquity,  and  general  shape  of 
head  and  body  of  foetus. 

The  pelvic  inclination,  as  we  term  it,  gives  us,  by  its  slope,  a  short 
anterior  pelvic  wall,  and  may  be  looked  on  as  due  to  a  slicing  away,  as 
it  were,  of  part  of  the  anterior  pelvic  wall.  The  kidney  shape  of  the 
brim,  such  that  the  head  there  does  not  fully  occupy  it,  and  lies  wMth 
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the  Solayres'  obliquity,  is  necessary  for  the  distention  of  the  bladder 
during  pregnancy;  while  the  shape  of  the  occipvit,  chin,  neck,  and 
sternum  allows  of  Roederer's  obliquity  in  head  cases,  or  extension  in 
face  cases,  so  as  to  make  a  part,  either  occiput  or  chin,  usxially  lead  during 
labour.  Tlie  short  anterior  pelvic  wall  and  oblique  and  deejD  position  of 
a  part  of  the  foetus  (occiput,  chin,  breech)  bring  necessarily  the  foetal 
part  lying  anteriorly  at  the  brim  early  within  the  reach  of  a  lateral 
portion  of  the  sacral  segment,  i.e.,  tend  to  cause  its  early  rotation. 


DESCRIPTION  OF  PLATES. 
Plate  VII. 

Fig.  1.— Diagram  of  Rotation  in  Head  Cases  as  seen  through  brim  of  pelvis.  The  arrows 
inside  give  the  direction  and  amount  of  Internal  Rotation ;  those  outside,  the  direc- 
tion of  External  Rotation. 

Fi— I  =  first,  second,  third,  or  fourth  in  frequency  of  occurrence. 

N^-'*  =  first,  second,  third,  or  fourth  of  Naegele. 

Thus  L.O.A.,  Ni,  Pi.  =  left  occipito-anterior,  first  in  frequency  and  first  of  Naegele. 
Arrow  a  ^  amount  and  direction  of  Internal  Rotation  of  occiput  in  L.O.A. 
h  =       „  ,,  .,  ,,  ,,      in  R.O.A. 


in  R.O.P. 

of  sinciput  in  L.O.P. 
of  occij)ut  in  L.O.P. 
of  sinciput  in  R.O.P. 


)  J  ) »  ) )  , , 

) )    ^-^  ) )  It  )  > 

ti    f  J  ?  ) »  J  J 

a      9  ,)  >,  J) 

, ,  o'  —  External  Rotation  of  occiput  in  L.  O.  A 

,,  k  (double)  =  possible  External  Rotation  of  occiput  in  L.O.P. 

,,  m  =  External  Rotation  in  R.O.A. 

,,  n  (double)  =  possible  External  Rotation  in  R.O.P. 

Fig.  2. — Diagram  of  Internal  Rotation  in  Face  Cases. 
Arrow  h  =  amount  and  direction  of  Internal  Rotation  of  chin  in  L.M.A. 
»)      i  =       J.  ,,  ,,   in  R.M.A. 

J)     J  —       )j  ,,  ,,   in  R.M.P. 

>j     ^  =       J.  ,,  ,,       of  forehead  in  L.M.P.  (chin  to 

hollow  of  sacrum). 
>)    ^=       ))  ,,       of  chin  in  L.M.P. 

I)       =       ))  ,)  ,,       of  forehead  in  R.M. P.  (chin  to 

hollow  of  sacrum). 
R.M.P.  =  right  mento-posterior. 

PL.iTE  VIII. 

Fig.  1. — Sagittal  mesial  section  of  Pelvis  to  show  Sacral  Segment. 

X  and  y  =  Lengths  of  paths  described  by  foetal  parts  lying  posteriorly  and  anteriorly 
in  pelvis. 

Fig.  2.— Axial  coronal  section  of  pelvis  showing  sacral  segment.  The  dotted  line  sepa- 
rates the  two  lateral  divisions ;  tlie  arrows  show  the  approximate  direction  of  recoil 
of  each  lateral  half  on  deep  presenting  parts  of  foetus. 


CHAPTER  X. 


ON    THE    ALLEGED    SYNOLITIO    MOVEMENT    OF  THE 

FCETAL  HEAD. 

In  the  onward  transit  of  the  child's  head  through  the  pelvis,  the  relation 
of  the  planes  of  the  foetal  head  to  certain  artificially  formed  planes  of  the 
pelvis  has  claimed  attention,  and  a  certain  progression  of  the  head  has 
been  termed  its  "  synclitic  motion."  I  pm-pose  taking  up  this  theory 
of  the  synclitic  motion,  and  testing  it  by  our  knowledge  of  the  maternal 
pelvis,  foetal  head,  and  uterine  powers. 

In  the  first  place  it  is  necessary  to  define  what  is  meant  by  synclitic 
motion,  and  what  are  the  mechanical  conditions  permitting  or  preventing 
it.    These  will  be  best  understood  by  the  following  simple  examples  : — • 

Let  us  suppose  a  cylinder,  A  B  (fig,  19),  of  unifoi'm  bore,  and  with 
sides  whose  friction  is  equal  all  round,  to  have  a  flat  disk  fitting  it  and 
sinking  down  i;niformly  by  means  of  a  fluid  pressure  on  its  upper  surface. 
Now,  if  the  disk,  at  the  beginning  of  its  descent,  so  lie  in  the  tube  that 
any  diameter  of  its  upper  surfixce  is  always  at  right  angles  to  the  sides 
of  the  tube,  it  is  evident  it  will  remain  so  throughout  all  the  descent. 
This  can  be  put  in  another  way.  If  in  the  diagram  we  draw  a  series  of 
transverse  lines  at  right  angles  to  the  long  axis  of  the  tube,  thus  dividing 
it  into  a  number  of  uniform  cross  sections  or  parallel  planes,  then  the 
disk,  descending  as  already  supposed,  will  have  its  lower  surface  always 
exactly  superimposed  on  a  tube-plane.  The  disk,  accordingly,  is 
descending  synclitically  because  it  is  descending  under  the  conditions 
necessary  for  synclitism,  viz.,  a  rigid  disk  or  plane  is  the  descending 
body,  uniform  pressure  on  the  upper  surface  of  the  descending  plane  is 
the  force,  and  there  is  uniform  resistance  to  descent  all  round  on  the 
part  of  the  cylinder. 

If  we  again  imagine  a  series  of  conditions  as  already  described,  with 
the  only  diff"erence  that  the  resistance  to  the  descent  of  the  disk  is 
oreater  on  one  side  of  the  tube  than  the  other,  it  is  evident  that  after  a 
certain  amount  of  descent  the  disk  will  not  coincide  with  the  tube-planes, 
but  will  cut  them,  i.e.,  the  disk  will  not  descend  synclitically  (fig.  20). 
Now,  further,  if  an  edge  of  the  disk  lying  against  a  side  of  the  cylinder 
be  so  shaped  as  to  slip  down  faster  where  resistance  to  descent  is  less  ; 
or  if  during  descent  the  disk  becomes  distorted,  then  it  is  evident  that 
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wo  cannot  have  synclitic  movement.  When  a  movement  of  descent  not 
synclitic  has  begun,  it  is  evident  that  the  fluid  column  will  help  to 
perpetuate  synclitic  motion,  seeing  we  have  a  greater  lieight  of  it 
above  that  part  of  the  disk  whose  edge  is  lower. 

So  far  we  have  only  considered  the  downward  descent  of  a  disk  in  a 
straight  cylinder.  If  the  cylinder  be  curved  as  at  fig.  21,  then  we  get 
our  tube-planes  by  dividing  each  side  into  an  equal  number  of  parts, 
beginning  at  the  top,  of  course,  and  then  joining  these  divisions.  For 
tlie  coincidence  of  the  disk  with  the  planes,  i.e.,  for  synclitism,  the  edge 
of  the  disk  at  the  concave  side  must  sweep  faster  round  than  on  the 
convex  one.  Now  if  the  concave  side  of  the  cylinder,  by  being  roughened, 
say,  give  more  resistance  to  descent,  and  the  edge  of  the  disk  at  that 
side  be  so  shaped  as  to  slip  slower  down,  synclitic  motion  is  impossible. 


Fig.  19.  Fig.  20.  Fig.  21. 


We  have  now  to  apply  these  facts  to  the  progress  of  the  foetal  head 
through  the  maternal  canals. 

In  the  first  place,  what  planes  of  the  pelvis  are  to  be  taken  1 

Hodge,  who  is  the  chief  authority  in  regard  to  these  planes,  describes 
them  as  follows  : — The  first  he  places  at  the  superior  strait  of  the  boii}' 
pelvis  ;  the  second  is  on  a  level  with  a  line  joining  the  subpubic  ligament 
and  the  middle  of  the  second  bone  of  the  sacrum,  the  third  on  a  level 
with  the  spine  of  the  ischia,  and  so  on.  All  except  the  first  meet 
anteriorly  at  the  subpubic  ligament  (fig.  22).  Hodge  ^  does  not  divide 
them,  therefore,  as  I  have  done  in  diag.  21.    {See  fig.  22.) 

The  xjlane  or  disk  of  the  foetal  head  is  the  parietal  one,  i.e.,  that  trans- 
verse plane  of  the  foetal  head  which  has  the  right  parietal  eminence  at 
one  edge  and  the  left  at  the  other.  The  biparietal  plane  is  chosen 
because  it  is  that  part  of  the  head  recognisable  to  the  finger  of  the 
accoucheur.  This  defines  its  lateral  points.  Its  anterior,  lies  at  the 
anterior  extremity  of  the  sagittal  suture ;  its  posterior  at  the  base  of 
the  occiput,  and  is  called  by  Hodge  the  cervico-bregmatic  plane.  More 

'  Si/nlcM  of  ObsMriai,  Pliiladelijliia,  1S64,  \i.  2i'>. 
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recently,  however,  tlie  suboccipito-bregmatic  and  occipito-frontal  planes 
have  been  taken  as  the  foetal  planes.  The  suboccipito-bregtnatic^  plane 
is  the  one  taken  when  the  head  is  markedly  flexed ;  the  occipito-frontal 
when  this  is  less  pronounced. 

Hodge's  description  of  synclitism  is  as  follows  : — 

"  For  onr  illustration,  as  presenting  the  most  simple  view  of  the 
mechanism  of  labour,  we  still  take,  not  an  oblique  position  of  the  head, 
which  has  some  complications,  but  a  direct  one,  namely,  the  '  occipito- 
pubic  position '  of  the  '  vertex-presentation,'  the  third  of  Baudelocque, 


Fig.  22.  Fig.  23. 

Bony  Pelvis  in  Vertical  Mesial  Section,         Vertical  Mesial  Section   of  developed 
with  parallel  planes.  Parturient   Canal,    showing  parallel 

plane  (Hodge). 


but  which,  as  we  think,  has  been  unnecessarily  thrown  out  of  view  by 
M.  Nsegele. 

"  By  the  time  the  os  uteri  is  nearly  or  quite  dilated,  in  a  primiparous 
patient,  the  bag  of  waters  usually  ruptures,  and  the  whole  force  of  the 
contractions  of  the  uterus  is  immediately  directed  upon  the  body  of 
the  child,  which  is  therefore  compressed  into  a  comparatively  small 
space,  the  limbs  towards  the  abdomen,  while  the  imperfect  flexion  of  the 
head  becomes  gradually  increased.  If  the  resistance  of  the  os  uteri  be 
considerable  this  flexion  becomes  more  complete,  so  that  the  occipital 
protuberance  will  be  observed  towards  the  pubis,  the  lambdoidal  sutures 
cpnverging  on  either  side  towards  the  sagittal  suture.  In  a  longer  or 
shorter  time  the  anterior  margin  of  the  os  uteri  slips  over  the  protuber- 
ance of  the  occiput  and  retracts  over  the  parietal  protuberances  to  the 

1  The  suboccipital  point  is  midway  between  the  occipital  protuberance  and  foramen  magnum. 
Tlie  biegma= anterior  fontanelle. 
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face  or  neck  of  the  child.  The  head  is  now  left  engaged  in  the  snpevior 
strait,  with  the  base  of  the  occipnt  towards  the  top  of  the  pubis,  the 
parietal  protuberance  opposed  to  the  sides  of  the  brim,  while  the  anterior 
fontanelle  will,  with  more  or  less  precision,  be  opposite  the  promontory  of 
the  sacrum.  Here  there  will  probably  be  some  delay,  as  the  head  is 
attempting  to  enter  through  the  short  or  conjugate  diameter  of  the  brim; 
but  in  proportion  to  such  delay  will  be  necessary  the  increase  of  flexion, 
for  the  whole  bearing-down  force  of  the  mother  is,  as  Dr  Duncan^  well 
represents  it,  directed  chiefly  upon  the  short  arm  of  the  lever  of  the 
head  through  the  medium  of  the  spine  of  the  child.  The  os  occipitis, 
therefore,  descends,  while  the  os  frontis  is  resisted  by  impinging  against 
the  promontory  of  the  sacrum.  Hence  the  cervico-bregmatic  diameter 
of  the  head  is  parallel  to  the  sacro-pubic  diameter  of  the  superior  strait, 
while  the  bi-parietal  or  transverse  diameter  of  the  head  is  parallel  to  the 
bis-iliac  or  transverse  of  the  brim,  and  the  occipito-mental  is  coincident 
with  the  axis  of  the  superior  strait.  Hence  the  plane  of  the  occipito- 
bregmatic  circumference  is  parallel  to  the  plane  of  the  superior  strait. 
This  is  synclitism. 

"I  can  hardly  suppose  that  the  statement  thus  given  will  meet  with 
any  objection,  inasmuch  as,  if  the  head  be  not  in  a  state  of  flexion,  as  I 
maintain,  the  protuberance  of  the  occiput  will  be  at  the  pubis,  and  the 
anterior  portion  of  the  os  frontis,  or  forehead,  will  be  at  the  promontory 
of  the  sacrum,  in  which  case  the  head  will  be  arrested,  because  the 
occipito-frontal  diameter  will  be  parallel  with  the  short  or  conjugate 
diameter  of  the  brim.  Then  the  sagittal  suture  would  run  nearly  in  n 
direct  line  from  the  anterior  to  the  posterior  part  of  the  pelvis,  and  the 
two  fontanelles  would  be  at  the  same  level.  When,  however,  flexion  has 
occurred,  the  posterior  fontanelle  will  be  found  lower  down  and  nearer  the 
centre  of  the  strait,  and  the  anterior  higher  up  and  nearer  the  pro- 
montory, while  the  sagittal  suture  will  be  found  to  run  not  only 
backwardly,  but  obliquely  upward. 

"  The  process  of  labour  continuing,  the  child's  head  descends  precisely 
in  the  same  direction  till  the  sinciput  reaches  the  floor  of  the  pelvis,  and 
the  occiput  has  glided  along  the  posterior  or  inner  surface  of  the  body 
of  the  pubis ;  the  whole  head  descending  thus  far  through  a  cylinder,  as 
M.  .Schroeder  would  express  it,  the  occipito-mental  diameter  coincident 
with  that  of  the  axis  of  the  brim,  and  the  cervico-bregmatic  plane 
parallel  to  each  plane  of  such  cylinder,  till  it  reaches  the  level  of  the 
third  sacral  vertebra  behind  and  the  top  of  the  arch  of  the  pubis  in  front. 
By  the  time  this  is  accomplished  the  os  Irontis  has  descended  below  the 
promontory  of  the  sacrum,  and  the  occiput  appears  under  the  arch  of 
the  pubis,  when,  as  Dr  Dewees  would  express  it,  the  chin  begins  to  leave 
the  breast,  or,  more  accurately,  the  process  of  extension  commences. 

'  Hodge  is  alluding  to  Dr  Matthews  Duncan's  paper,  quoted  farther  on. 
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Now  the  farther  descent  of  the  head  is  resisted  by  the  sinciput  striking 
against  the  floor  of  the  pelvis,  and  anteriorly  by  the  neck  of  the  child 
pressing  against  the  pubis.  The  driving  force  continues  to  operate,  and 
chiefly  upon  the  occiput,  through  the  medium  of  the  spine.  This 
portion  of  the  head  then  descends  towards  the  pei-ineum  as  far  as 
practicable ;  but,  the  resistance  here  being  also  great,  the  head  passes 
ott"  diagonally  between  these  opposing  forces,  and  describes  a  circular 
motion  on  the  base  of  the  occiput  under  the  arch  of  the  pubis,  where  it 
is  comparatively  at  rest.  Hence  the  process  of  extension  is  continually 
increasing  mitil  the  occiput  has  somewhat  dilated  the  vulva,  and  the 
parietal  protuberances  will  be  perceived  on  either  side  at  the  tubers  of 
the  ischia,  while  through  the  rectum  the  anterior  fontanelle  can  be  detected 
at  the  perineum  or  coccyx.  The  head,  now  partially  extended,  presents 
at  the  inferior  strait,  with  the  same  diameter  and  the  same  planes  which 
were  recognised  at  the  brim,  and  the  occipito-mental  diameter,  which 
was  coincident  with  the  axis  of  the  brim,  is  now  in  unison  with  that  of 
the  inferior  strait,  the  chin  pointing  towards  the  concavity  of  the  sacrum, 
while  the  vertex,  as  represented  by  the  posterior  fontanelle,  is  at  the 
centre,  not  of  the  vulva,  but  of  the  inferior  strait.  The  plane,  therefore, 
of  the  occipito-bregmatic  circumference  is  parallel  to  the  plane  of  the 
inferior  strait.  Now,  as  the  head,  moved  in  this  regular  manner  through 
the  upper  or  cylindrical  portion  of  the  pelvis,  presenting  its  equatorial 
plane,  as  Dr  Barnes  might  term  it,  parallel  to  the  planes  of  the  cylinder, 
till  the  sinciput  reached  the  floor  of  the  pelvis,  so,  during  the  gradual 
process  of  extension  through  the  curved  portion  of  the  canal,  the  same 
cervico-bregmatic  plane  became  parallel  to  each  successive  oblique  plane 
of  the  curved  portion  of  the  canal  to  the  inferior  strait.  The  parietal 
protuberances  will  always  be  found  at  the  sides  of  the  pelvis  ;  and  as  the 
occiput  gradually  advaiices  vmder  the  arch  of  the  pubis,  the  posterior 
fontanelle  is  found  towards  the  centre  of  each  plane  till  it  reaches  the 
outlet  of  the  pelvis. 

"The  bearine-down  efforts  of  the  mother  now  force  the  child  more 
and  more  against  the  perineum,  the  process  of  extension  continues,  till 
eventually  the  occiput  gets  in  front  of  the  pubis,  the  parietal  protuber- 
ances on  either  side  of  the  vulva,  and  the  posterior  fontanelle  is  observed 
clearing  the  perineum  at  the  centre  of  the  dilated  orifice  of  the  vagina, 
so  that  again  we  have  the  cervico-bregmatic  plane  engaged,  but  now 
parallel  to  the  plane  of  the  orifice  of  the  vagina.  Hence  the  head 
passes  through  the  canal  of  the  vagina  in  this  circular  manner,  pre- 
senting its  equatorial  plane  parallel  to  the  various  oblique  planes  of 
the  vagina. 

"If  this  representation  be  correct,  the  foetal  head  'at  term,'  notwith- 
standing its  apparent  irregularity  of  form,  traverses  the  obstetric  canal 
with  as  much  readiness  and  precision,  continually  presenting  the  same 


SYNC  LIT  ISM. 


93 


diameters  to  the  walls  of  the  canal,  and  the  same  diameter  of  the  head 
to  the  axis  of  the  obstetric  canal,  as  if  it  were  a  perfect  sphere  of  about 
three-and-a-half  inches  in  diameter. 

"  This  seems  to  me  a  correct  representation  of  the  synclitic  movement 
of  the  child's  head — in  other  words,  the  parallelism  of  the  plane  of  the 
great  occipital  extremity — in  relation  to  those  of  the  pelvis  and  vagina. 

"  If  we  now  consider  the  first  position  of  the  vertex,  the  left  occipito- 
anterior, the  process  is  rather  more  complicated,  from  two  causes.  The 
first  is  that  the  head  is  no  longer  direct,  but  oblique,  at  the  superior 
strait,  and  subsequently  in  the  cavity  of  the  pelvis ;  and  the  second, 
resulting  necessarily  from  the  first  peculiarity,  is  the  necessity  of  a 
rotatory  movement  of  the  head  that  the  occiput  may  pass  under  the 
pubis. 

"If  the  propositions  already  assumed  be  granted,  these  difiiculties 
immediately  vanish.  For  if  the  head  passes  through  the  os  uteri  in  a 
state  of  flexion,  presenting  its  cervico-bregmatic  circumference  to  the 
circle  of  the  os  uteri  and  that  of  the  superior  strait,  it  may  practically 
be  regarded  as  a  sphere  or  ball  to  be  driven  through  the  planes  of  the 
canal.  Hence  it  would  be  a  matter  of  no  moment  whether  it  did  or  did 
not  rotate  upon  its  axis,  for  diameters  of  the  same  length  would  always 
be  coincident  with  those  of  the  obstetric  passages.  Parallelism  of  planes, 
therefore,  would  ensue.  To  be,  however,  more  precise  :  In  this  first 
position,  as  in  the  former,  the  resistance  of  the  os  uteri  or  the  margin  of 
the  superior  strait  against  the  anterior  parts  of  the  head  of  the  child, 
while  the  uterine  forces  are  driving  down  the  occiput  through  the 
medium  of  the  spine,  necessitates  flexion  of  the  head  to  a  greater  or  less 
degree.  Hence,  after  the  os  uteri  has  retreated,  the  head  will  be  found 
oblique,  not  only  because  it  extends  diagonally  from  the  left  ramus  of 
the  pubis  to  the  right  sacro-iliac  symphysis,  but  also  because  the  occiput 
is  lower  in  the  pelvis  than  the  forehead  and  the  face.  Hence  the  posterior 
fontanelle  will  be  found  not  on  the  same  level  with,  but  lower  than, 
the  anterior  fontanelle,  and  the  sagittal  suture,  therefore,  not  running 
directly  across  the  pelvis,  but  obliquely  upward  as  well  as  backward. 

"  The  parietal  pi-otuberances,  of  course,  present  obliquely  to  the  right 
and  left  sides  of  the  pelvis,  while  the  base  of  the  occiput  will  be  towards 
the  left  anterior  part  of  the  pelvis,  and  the  anterior  fontanelle  towards 
the  right  sacro-iliac  symphysis.  Hence  we  have  the  cervico-bregmatic 
diameter  parallel  to  one  of  the  oblique,  and  the  bi-parietal  to  the  other 
oblique  diameter  of  the  brim,  while  the  posterior  extremity  of  the 
sagittal  suture  will  be  found  towards  the  centre  of  the  pelvis,  and  the 
chin,  being  directly  opposed  to  it,  will  be  the  most  elevated  part  of 
the  head." 

Kueneke's  account  of  synclitism  I  need  not  quote,  as  the  description 
and  the  facts  supporting  the  theory  have  already  been  brought  before 
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our  Society  and  thoroughly  refuted  in  an  able  paper  by  Dr  Matthews 
Duncan.  ^  To  synclitisni  as  defined  and  defended  by  Hodge  and  his 
followers,  however,  T  have  the  following  objections  : — 

In  the  first  place,  Hodge  gives  no  sufiicient  reason  for  his  arbitrary 
parallel  planes — parallel  because  a  foetal  head  plane  is  alleged  to  become 
parallel  to  them.    What  puts  them  completely  out  of  consideration, 


Fig.  24. 

The  developing  Parturient  Canal  in  Nature,  showing  its  elastic  lining  (after  ^raii/u). 

however,  is  the  fact  that  they  are  drawn  on  the  bony  pelvis.  The 
mechanism  of  labour  does  not  take  place  in  a  purely  bony  pelvis.  It 
takes  place  in  a  curved  bony  canal  lined  by  elastic  tissue,  chiefly  lying 

»  Mechanism  of  Natural  and  Morbid  Parturition,  Edin.,  IST."),  p.  1S)2. 
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posteriorly.  This  important  fact  is  ignored  in  Hodge's  description  of 
synclitism,  but  a  consideration  of  fig.  24  will  show  how  gross  this 
omission  is.  As  Duncan  has  shown,  this  will  retard  the  descent  of  the 
side  of  the  non-rotated  head  lying  posteriorly,  i.e.,  will  prevent  synclitism, 
which  of  course  demands  that  the  side  of  the  non-rotated  head  lying 
posteriorly  must,  during  its  whole  transit,  descend  more  rapidly  than 
the  anterior.  Hodge  further  describes  the  synclitic  movement  in  a 
special  case  that  never  occurs  in  nature,  viz.,  with  the  occipito-frontal 
diameter  of  the  head  always  in  a  conjugate  diameter.  Such  a  mechanism, 
if  it  occurred,  might  allow  of  synclitism,  for  the  following  reason  : — The 
greater  resistance  behind  would  retard  the  head  in  such  a  manner  as  to 
bring  about  flexion  only.    Inasmuch"as  the  side  walls  of  the  pelvis  have 


Fig.  25. 

FcETAL  Head  moulded  by  stiff  labour, 
AND  Planes  Distorted.  (Seen  from  above.) 


Fig.  2C. 

Child  moulded  at  end  op  Yirst  Stage 

OF  Labour. 
a  and  b,  Grip  of  reti-action  ring ;  a  Marks 
the  side  of  child  lying  anteriorly  {Braune). 

equal  resistance,  and  the  posterior  pelvic  resistance  would  tell  equally 
on  the  whole  forehead,  i.e.,  would  not  make  the  head  rotate  on  an 
occipito-mental  diameter,  but  only  on  a  transverse  axis,  it  is  evident 
that  synchtism  might  occur,  although  I  can  quite  conceive  the  cervico- 
bregmatic  plane  cutting  the  parallel  planes,  even  granting  all  that  Hodge 
assumes.  But  the  head  never  presents  at  the  brim  in  the  conjugate, 
unless  in  some  very  rare  cases  (rachitic  pelvis  :  Roberts  1)  and  there- 
fore Hodge's  description  and  reasons  based  on  it  fall  to  the  ground. 
But  it  may  be  urged,  will  this  synclitism  not  occur  after  the  head  has 
rotated  from  the  oblique  into  a  pelvic  conjugate  diameter,  i.e.,  at  the 
end  of  Hodge's  sacro-pubic  case.  That  it  will  not  do  so  I  sliall  attempt 
to  show  afterwards. 
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It  is  assumed  further  in  the  description  of  synclitism  that  the  head  is 
symmetrical  during  the  whole  of  labour.  Hodge  even  says  "  it  may  be 
practically  regarded  as  a  sphere  or  ball."  The  answer  to  this,  of  course, 
is  that  it  is  not  so.  The  head,  in  a  labour  moderately  stiff,  gets  distorted, 
i.e.,  has  the  side  lying  posteriorly  flattened,  and  accordingly  any  arbitrai-y 
plane  in  it  becomes  also  distorted  (fig.  25).  How  this  will  prevent 
synclitism  will  be  seen  shortly.  Then  the  uterine  force,  further,  is 
alleged  to  act  specially  through  the  foetal  spine.  Such  an  assertion  is,  I 
believe,  utterly  erroneous.  But  it  is  easy  to  see  how  it  supports 
synclitism.  The  fact  of  the  uterine  force  acting  chiefly  or  principally 
through  the  spine  gives  a  force  driving  on  the  head,  which,  acting  at  a 
point  equally  removed  from  either  side  of  the  head,  will  not  rotate  it 
on  a  longitudinal  axis, — the  movement  which  would  destroy  synclitism 
in  the  sacro-pubic  case  of  Hodge, — but  on  a  transverse  one,  which  may, 
of  covirse,  allow  synclitism.  The  uterine  force  is,  however,  conducted 
through  the  whole  foetus,  and  distributed  over  the  plane  of  the  girdle  of 
contact,  i.e.,  over  the  plane  surface  joining  the  line  of  contact  between 
head  and  pelvis,  where  the  pelvis  is  resisting  the  progress  of  the  head. 
On  this  theory,  then,  synclitism  will  not  be  favoured,  but  under  certain 
conditions,  be  hindered. 

Finally,  under  this  head  I  deny  that  synclitism  can  be  ascertained 
clinically.  The  finger  of  the  accoucheur  cannot  recognise  or  trace  out 
with  anything  like  accuracy  either  a  parallel  plane  in  the  pelvis  of  the 
parturient  women,  or  a  special  plane  in  the  foetal  head.  How,  then,  can 
synclitism  be  clinically  ascertained  1 

To  sum  up  :  Hodge  describes  synclitism  in  a  non-existent  head- 
mechanism  ;  he  ignores  the  elastic  lining  of  the  pelvic  walls ;  he  regards 
the  foetal  head  as  a  rigid  sphere,  and  the  uterine  force  as  conducted 
through  the  spine— all  assumptions  more  or  less  erroneous.  Our  know- 
ledge of  the  factors  of  labour  enables  us  to  say  that  all 'of  them  tend  to 
prevent  synclitism. 

But  a  still  more  valuable  fact  against  synclitism  is  got  by  studymg 
the  foetus  given  by  Braune  in  his  weU-known  section.  The  fo3tus  there 
has  the  half  of  the  head  lying  anteriorly  on  a  lower  level  than  that  lying 
posteriorly,  i.e.,  the  head  is  not  lying  synclitically  in  Hodge's  superior 
strait.  The  posterior  resistance,  even  in  the  first  stage,  has  begun  to 
tell.  Some  may  urge  that  this  is  the  remains  of  Naegele's  bi-parietal 
obliquity  at  the  brim.  The  occurrence  of  that  in  normal  labour, 
however,  is  exploded  (fig.  26). 

In  the  left  occipito-anterior  position,  then,  the  head  progresses  as 
follows :— It  lies  with  its  occipito-frontal  diameter  in  the  right  obhque 
diameter  (Solayres'  obliquity)  with  the  occipiit  lower  than  the  sinciput 
(Roederer's  obliquity),  and  with  no  Naegele  obliquity.  The  uterine  and 
abdominal  force,  transmitted  equally  through  the  compact  foetus,  is 
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ilistributed  over  the  plane  of  the  girdle  of  contact  of  the  head,  and  forces 
it  down.  The  occiput  slips  down  faster  than  the  sinciput,  because  of 
its  special  sliape  and  the  less  pelvic  resistance  in  front  as  compared  with 
behind,  for  reasons  explained  by  Dr  Simpson^  in  his  communication  on 
liead  flexion.  The  plane  of  the  girdle  of  contact  is  thus  lower  in  front 
than  behind,  and,  therefore,  if  the  foetus  be  considered  as  a  water  column, 
there  is  a  greater  height  above  the  occiput,  which  will  further  favour 
the  normal  autero-posterior  flexion.  Thus  increase  of  flexion  has  accom- 
panied descent.  But  the  resistance  of  the  posterior  pelvic  wall  will 
retard  the  side  of  the  head  there ;  and  thus  the  occipito-frontal  plane  of 
the  foetal  head  will  not  coincide  with  Hodge's  .plane  (the  2nd),  but  will 
cut  it ;  the  foetal  head  plane  will  be  lower  anteriorly,  will  thus  have  the 
higher  column  of  fluid,  and  consequently  has  all  the  conditions  necessary 
to  its  slipping  down  faster,  i.e.,  to  have  a  lateral  flexion  to  the  posterior 
shoulder,  preventing  synclitism.  The  posterior  pelvic  resistance  further 
flattens  the  posterior  side  of  the  head,  giving  it  that  shape  which  makes 
it  descend  less  rapidly,  and  distorting  the  foetal  head-planes.  From 
certain  causes  which  need  not  be  here  enumerated,  the  head  then  rotates, 
and  lies  with  its  occipito-frontal  diameter  in  a  pelvic  conjugate.  Here 
as  the  head  does  not  rotate  perfectly,  the  pelvic  causes  in  the  posterior 
wall  already  mentioned  will  also  act  in  hindering  it.  I  do  not,  therefore, 
believe  that  there  is  any  evidence  that  at  any  part  of  its  course  the 
suboccipito-bregmatic  plane  or  occipito-frontal  plane  of  the  foetal  head 
coincides  with  the  so-called  parallel  pelvic  planes. 

»  Head  Flexion  in  Labour :  Contributions  to  Obstetrics  and  Gynmcology,  p.  11(3. 
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A  CONTRIBUTION  TO  THE  ANATOMY  AND  ETIOLOGY 
OF  RUPTURE  OP  THE  VAGINA  DURING  LABOUR. 

Rupture  of  the  vagina  during  parturition  is  one  of  the  rarer  occurrences 
in  obstetrics.  Its  explanation,  however,  none  the  less  demands  our 
attention,  inasmuch  as  it  is  a  preventible  accident.  While  Bandl,  in  his 
great  work  on  Riqoture  of  the  Uterus,  has  given  an  explanation  of  most 
uterine  ruptures  so  clear  and  comprehensive  that  little  has  been  added 
to  it,  no  one  has  taken  up  the  question  of  vaginal  rupture  and  tried  to 
show  exactly  how  and  why  it  should  ever  happen.  In  this  chapter  I 
hope  to  put  the  anatomy  and  causation  of  rupture  of  the  vagina  during 
parturition  on  a  more  exact  basis  than  it  has  hitherto  been. 

We  therefore  consider  the  position  of  matters  at  the  beginning  of 
parturition,  and  the  changes  which  take  place  in  the  cervix  and  pelvic 
floor  as  the  child  is  driven  through  them.  At  the  beginning  of  parturi- 
tion we  have  the  child  lying  in  the  cavity  of  the  body  of  the  uterus  and 
about  to  be  driven  through  the  lower  uterine  segment,  cervix  uteri,  and 

pelvic  floor  (fig.  27). 

The  pelvic  floor  is  a  thick,  unbroken,  fleshy  layer,  divided  mto 
anterior  and  posterior  segments  by  a  cleft— the  vagina.  When  the 
woman  is  erect  this  cleft  makes  an  angle  of  about  60°  with  the  ground. 
On  the  upper  surface  of  the  pelvic  floor  the  uterus  lies.  It  is  here  made 
up  of  the  cervix  or  cervical  canal,  which  has  a  lower  and  upper  opening. 
The  lower  opens  into  the  top  of  the  vagina,  the  upper  into  the  cavity  of 
the  uterus  The  length  of  the  cervical  canal  is  about  li  inches,  and  its 
lumen  is  such  that  one  could  pass  his  finger  into  it.  Strictly  speakmg 
its  anterior  and  posterior  walls  are  in  apposition,  and  a  small  portion  of 
its  upper  end  has  merged  into  the  uterine  cavity.  The  uterus  proper  is 
a  large  sac  containing  the  foetus  and  membranes,  and  divided  mto  a 
hemispheroidal  lower  uterine  segment  and  upper  active  retracting 
portion  The  only  point  we  have  to  do  with  at  present  is  its  muscu  ar 
fibres  For  our  purpose  it  is  sufiicient  to  consider  them  as  circular 
and  longitudinal.  The  longitudhial  run  up  the  front  and  down  the 
back  of  the  uterus  and  pass  into  the  cervix  below,  probably  into  the 

1  This  chapter  has  been  slightly  modified  in  acorn-dance  -ith  the  new  f^vcts^as  to  the  lower  uterine 
segment    For  a  fuller  statement  as  to  the  lower  uterine  segment,  v.  Chap.  Xl\  . 
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pelvic  floor  too.  They  have  other  fixed  points  below,  which  I  omit  at 
present,  viz.,  the  broad,  round,  and  utero-sacral  ligaments.  Thus  the  uterus 
proper,  cervix,  and  pelvic  floor  segments  are  all  continuous.  The  uterine 
muscle  passes  into  the  lower  uterine  segment  and  cervix,  the  anterior 
lip  of  the  cervix  is  attached  to  the  postero-supcrior  angle  of  the  anterior 
segment  of  the  pelvic  floor,  the  posterior  lip  of  the  cervix  to  the  upper 
and  anterior  portion  of  the  sacral  one.  These  segments  of  the  pelvic 
floor  differ  in  their  attachment  to  the  bones  of  the  pelvis :  the  anterior 


FiCx.  27. 

Pelvic  Floor  and  Uterus  at  end  of  Gestation  {Braune). 

one  is  loosely  attached  to  the  pelvis,  the  sacral  one  firmly  to  the 
sacrum  and  coccyx.  Lastly,  on  this  head,  note  that  the  long  axis  of 
the  uteiais  and  that  of  the  vagina  are  at  right  angles.  The  following 
is  a  short  summary  of  the  condition  at  the  beginning  of  parturition  :— " 

(1)  Uterine  muscle  almost  quiescent; 

(2)  Cervical  canal  U  inches  long  and  anterior  and  posterior  walls  in 
contact ;  lower  uterine  segment  hemispheroidal  in  shape. 

(3)  Segments  of  pelvic  floor  in  apposition,  anterior  vaginal  wall 
21  inches  long,  posterior  vaginal  wall  ^  inches  long. 
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If  the  lougitudiiial  unstriped  muscle  of  the  uterus  shorten,  i.e., 
contract,  it  must  pull  on  the  lower  uterine  segment  and  cervix  below 
and  also  on  the  segments  of  the  pelvic  floor,  the  resistance  of  the  foetus 
lying  between  fundus  and  os  internum  keeping  the  fundus  uteri  from 
being  depressed. 

Now  let  us  suppose  that  parturition  has  begun,  and  that  the  uterine 
muscle  contracts.  The  circular  fibres  will  squeeze  the  foetus  all  round 
and  elongate  it,  the  longitudinal  ones  will  shorten,  exert  upward  tension 
on  the  cervix  and  pelvic  floor  segments,  and  thus,  having  a  fixed  point 
below,  must — 

(1)  Canalise  the  cervix  and  lower  uterine  segment, 

(2)  Pull  its  walls  apart, 

(3)  Drive  the  foetus  through  it. 

The  cervix  is  further  attached  to  the  pelvic  floor  segments,  and  these, 
then,  are  subjected  to  an  upward  traction  which  pulls  up  the  anterior 
segment,  so  that  in  this  way  the  pelvic  floor  becomes  opened  up  for  the 
passage  of  the  child's  head.  Now,  if  we  look  at  an  actual  section  of  a 
woman  who  died  during  labour,  we  see  exactly  what  takes  place  (fig.  28). 
Note  therefore  that — 

(1)  The  lower  uterine  segment  and  cervix  are  expanded  laterally 
and  antero-posteriorly  so  much  that  we  get  a  large  tube  resulting. 

(2)  The  segments  of  the  pelvic  floor  are  separated,  and  the  vaginal 
walls  far  apart.  All  this,  then,  is  the  result  of  uterine  action  drawing 
up  the  structures  into  which  its  longitudinal  muscular  fibres  pass,  and 
driving  the  child  through  the  distensile  lower  uterine  segment  and 
cervix  and  separable  segments  of  the  pelvic  floor.  So  far,  then,  as  we 
have  gone,  we  can  deduce  one  great  fact,  viz.,  that  "during  parturition 
the  uterus  exerts  tension  on,  and  causes  expansion  of,  the  lower  uterine 
segment,  the  cervix,  and  the  segments  of  the  pelvic  floor." 

But  I  wish  to  give  you  some  more  exact  anatomical  detail  on  this 
matter,  and,  to  make  everything  clear,  I  shall  first  use  a  very  familiar 
illustration.  Let  us  suppose  that  some  one  is  standing  before  two 
folding  doors,  that  one  of  the  folding  doors  has  a  rope  attached  at  its 
edge,  the  other  a  rope  attached  near  the  hinge,  and  that  he  has  to  push 
some  object,  say  a  big  box,  through  them ;  he  can  do  so  best  by  laymg 
hold  of  the  ropes,  one  in  each  hand,  putting  his  foot  against  the  box, 
and  pushing  down.  The  result  would,  of  course,  be  that  he  pulled  up 
the  one  door  and  drove  the  box  against  the  other,  and  thus  pushed  it 
through.  But  suppose  that  the  one  rope  was  double  the  thickness  of 
the  other,  and  that  the  latter  finally  ended  in  a  single  strand  at  the  last 
one-third  or  so ;  then,  if  the  box  were  too  big  for  the  doors,  the  ropes 
would  be  pulled  on  and  pulled  on  till  they  snapped.  Now,  which 
would  snap  first?  The  answer  is  easy:  the  slender  one,  at  its  upper 
one-third . 
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Now  let  me  apply  this  simile.  As  one  sees  from  figs.  27  and  28,  the 
uterine  muscle  passes  into  the  lower  uterine  segment  and  cervix,  and 
tlie  cervix  really  into  the  vaginal  walls.  We  can  put  this  more 
precisely  as  follows  : — The  uterine  muscle  on  the  posterior  aspect  passes 
into  the  cervix ;  the  cervix  is  attached  to  the  top  of  the  vaginal  wall. 
This  wall  is  thinnest  at  its  upper  inch ;  below  this  the  anterior  rectal 
wall  strengthens  it,  and  finally  the  perineal  body  makes  up  its  powerful 
inferior  part.    The  anterior  uterine  muscle  passes  into  the  cervix. 


Fig.  28. 

Pelvic  Floor  during  Parturition  {Byaiine). 


and  this  into  the  anterior  vaginal  wall,  which  is  strengthened  by  the 
l)ladder  and  urethra  so  as  to  be  very  strong.  Thus  the  structures  on 
which  the  uterine  muscle  pulls  vary  in  strength;  the  lower  uterine 
segment  and  upper  part  of  the  posterior  vaginal  wall  are  weaker  than 
the  other  portions  of  the  vaginal  wall.  You  will  see  at  once,  then,  that 
where  the  uterine  tension  is  too  great  the  lower  uterine  segment  or 
vagina  will  yield,  the  part  of  the  vagina  yielding  being  the  upper  part 
of  the  posterior  vaginal  wall.    This  is  what  really  happens,— the  lower 
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uterine  segment  tears  more  frequently  than  the  vagina,  and  the  upper 
pai't  of  the  posterior  vaginal  wall  is  the  seat  of  election  for  a  vaginal 
tear. 

These,  however,  arc  not  the  only  factors.  Thus  the  size  of  the  head 
driven  on,  the  existence  of  uterine  obliquity,  pendulous  abdomen,  and  the 
fact  that  the  lower  uterine  segment  bears  the  stretching  from  the  liead 
first,  must,  in  any  given  case,  be  taken  into  account.  These  I  do  not 
consider  now.  You  will  note  specially  one  fact.  The  posterior  vaginal 
wall  is  aboiit  3|  inches  long  at  the  beginning  of  parturition.  During 
parturition,  however,  it  is  elongated  to  about  5  inches  (fig.  26),  while  the 
anterior  vaginal  wall  undergoes  very  little  elongation  (fig.  26).  This 
results  from  the  fact  that  the  head  is  driven  down  against  the  curved 
posterior  vaginal  wall,  thus  elongating  it  down,  while  the  straight  anterior 
vaginal  is  drawn  up,  and  from  its  mere  shape  suffers  no  such  elongation. 

The  posterior  vaginal  wall  is,  therefore,  specially  liable  to  tear,  owing 
to  its  special  structural  anatomy  and  to  the  additional  elongation  it 
undergoes  daring  parturition  as  compared  with  the  anterior  vaginal 
wall. 

Now  if  any  substance  is  subjected  to  stress,  we  have  to  note — 
1.  The  physical  nature  of  the  substance  itself.  2.  The  nature  of  the  stress 
it  is  subjected  to.  These  are  elementary  facts  in  physics,  but  have  a 
valuable  bearing  here. 

1.  The  Physical  Nature  of  the  Substance  itself— This  I  take  up  in 
special  relation  to  the  vaginal  walls,  and  consider  the  naked-eye  anatomy 
and  then  the  microscopic. 

To  the  naked  eye  the  vaginal  walls  can  be  seen  to  be  transversely 
rugous,  an  arrangement  allowing  of  the  tensile  elongation  already 
alluded  to.  On  transverse  section  the  mucous  membrane  can  be  seen 
to  be  folded  in  at  the  sides,  this  evidently  allowing  of  the  eccentric 
dilatation  by  the  head. 

If  microscopic  sections  of  the  vagina  and  neighbouring  organs  in 
a  six  months'  foetus  be  made,  we  can  study  all  these  relations  with  the 
naked  eye  or  with  a  hand-glass. 

If  now  we  examine  microscopic  sections  under  higher  powers,  we  find 
the  following  structure  : — 

(1)  T.  S.  of  Foetal  Pelvis  (6  months)  from  Pubic  Cartilage  to  Anteiior 
Vaginal  Wall. — Beginning  on  vaginal  aspect,  we  find  many  layers  of 
squamous  epithelium  covering  connective  tissue  papilljB  into  which 
bloodvessels  project.  Outside  this  lies  much  fibrous  tissue  in  distinct 
wavy  bundles,  and  finally  a  layer  of  circular  unstriped  muscle,  one  of 
longitudinal,  and,  lastly,  decussating  fibrous  tissue  closely  blending  the 
urethra  to  the  vaginal  wall. 

(2)  L.  S.of  Foetal  Pelvis  from  Bladder  Mucous  Membrane  to  Anterior 
Vaginal  Wall.— This  shows  the  same  structure  as  already  described. 
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'IMie  microscopical  structure  of  the  vagina  is,  therefore,  that  of  a  felted 
substance  with  strong  bands  of  fibrous  tissue  and  unstripcd  muscle 
running  in  the  line  of  the  tension  exercised  during  labour,  viz.,  parallel 
to  the  vaginal  long  axis  and  at  right  angles  to  it 

One  additional  point  of  interest  comes  out  in  these  specimens,  viz., 
that  the  anatomical  fascia  may  be  of  two  forms,  viz.,  a  firm  sheet 
of  fibrous  tissue,  as  in  the  pelvic  fascia,  and  a  loose  meshwork 
arrangement  of  connective  tissue  in  that  lying  between  rectum 
and  vagina  and  bladder  and  vagina.  The  two  are  functionally  con- 
trasted, inasmuch  as  the  one  gives  attachment  to  striped  muscle, 
while  the  other  is  placed  round  rectum  and  bladder  to  allow  of  their 
contraction. 

The  vaginal  walls  are,  therefore,  peculiarly  well  fitted  to  stand  strain 
when  looked  at  from  a  merely  mechanical  aspect.  We  must,  however, 
keep  in  mind  that  these  tissues  are  vital,  i.e.,  in  the  intervals  of  stress 
they  are  fed  by  the  abundant  blood  supply,  and  their  strength  and 
mechanical  elasticity  kept  up. 

2.  In  the  second  place  we  must  consider  the  kind  of  stress  to  which 
they  are  subjected.  As  Dr  James  has  clearly  pointed  out  to  us,  we 
have  to  consider  the  amount  of  stress  and  the  time  it  is  applied.  This 
means  that  a  piece  of  string  may  be  broken  by  a  sudden  tug,  and  resist 
a  long-continued  equable  strain.  Now,  the  stress  to  which  the  lower 
uterine  segment  and  vaginal  walls  ai'e  subjected  is  neither  of  these.  A 
uterine  contraction  begins  gently,  reaches  a  maximiim,  and  dies  away 
gently.  Thus,  in  this  respect,  the  lower  uterine  segment  and  vagina  are 
subjected  to  as  little  stress  as  possible,  and  yet  the  driving  on  power  is 
fairly  effective. 

Let  me  now  sum  up  the  whole  problem  before  drawing  any  general 
conclusions. 

I  started  with  this  statement,  "The  problem  we  have  to  consider  is  as 
follows  : — During  parturition  certain  tears  of  the  uterus  and  vagina  are 
known  to  occur  :  how  do  these  happen  1 " 

I  showed  that  the  uterine  muscle  normally  pulled  on  the  lower  uterine 
segment  and  vaginal  walls,  that  these  had  their  special  weak  points,  but 
were  structurally  very  strong,  and  that  the  nature  of  the  stress  to  Avhich 
they  were  subjected  was  such  as  to  minimise  the  risk  of  tear.  If  you  con- 
sider the  simile  of  the  folding  doors  pulled  open  by  ropes,  and  of  the 
box  too  large  to  pass,  you  will  at  once  see  that  in  abnormal  positions  of 
the  child  (cross-births),  great  enlargement  of  its  head,  contracted  pelvis, 
we  get  a  condition  of  aflFairs  where  the  uterus  will  spend  its  force  in 
elongating  the  vagina  and  lower  uterine  segment,  and  will  ultimately 
spontaneously  tear  them. 

Tear  of  the  vagina  during  parturition  will  happen  at  the  top  of  the 
posterior  vaginal  wall,  and  usually  be  transverse. 


104 


SELECTED  PAPERS. 


The  whole  question  may  therefore  be  summed  up  as  follows : — 

(1)  During  labour  the  uterine  muscle  exercises  an  upward  tension 
on  the  lower  uterine  segment  and  pelvic  floor  segments. 

(2)  The  foetal  head  exercises  a  dilating  power  on  the  lower  uterine 
segment,  cervix,  and  pelvic  floor  segments,  this  dilating  force  axjting  at 
right  angles  to  the  long  axis  of  the  cervix  and  vagina. 

(3)  The  vaginal  walls  are  constructed  so  as  to  bear  longitudinal 
tension  and  eccentric  strain.  This  is  provided  for  by  the  rugse  and 
tlie  felted  structure  of  the  vagina. 

(4)  The  anterior  vaginal  wall,  from  its  close  incorporation  with  the 
urethra  and  loose  union  with  the  bladder,  is  the  strong  wall. 

(5)  The  posterior  vaginal  wall  is  structurally  weak  at  its  upper 
half  inch,  is  more  elongated  during  labour  than  the  anterior  one,  and, 
therefore — 

Ri(,pture  of  the  vagina  is  most  common  where  the  posterior  vaginal  wall 
is  covered  hy  peritonei(m,  and  when  it  occurs  is  a  tension  tear  like  cervical 
rupture. 

The  precise  conditions  under  which  such  a  vaginal  tear  happens  will 
vary  with  each  case.  The  preponderance  of  the  frequency  of  lower 
uterine  segment  over  vaginal  rupture  is  marked,  and  is  due  in  part  to 
the  head  entering  the  former  first. 


CHAPTER  XII. 


THE  CAUSATION  OF  THE  MOVEMENTS  OF  THE  HEAD 
AT  THE  BRIM  OF  THE  RACHITIC  PELVIS. 

While  a  special  knowledge  of  the  mechanism  of  labour  in  ordinary 
cases  is  of  the  greatest  importance  to  the  practitioner,  such  knowledge 
becomes  imperatively  necessary  for  proper  treatment  when  the  pelvis  is 
deformed.  It  would  indeed  be  profitable,  though  tedious,  to  compare, 
step  by  step,  the  wordy  warfare  that  has  raged  for  so  many  years  in 
regard  to  the  cases  suitable  for  forceps  and  turning,  with  the  gradual 
growth  of  our  knowledge  of  the  mechanism  of  labour  in  deformed 
pelves ;  and  to  observe  how,  gradually  as  the  latter  increased,  the  din 
of  words  waxed  more  faint,  until  unanimity  almost  has  finally  prevailed 
on  what  was  one  of  the  most  moot  points  in  obstetrical  practice.  ^ 

At  present,  however,  I  purpose  simply  considering  the  mechanism  of 
labour  in  the  pelvis  known  as  the  rachitic,  premising  that  I  deal  only 
with  cases  where,  either  spontaneously  or  by  proper  treatment,  a  living- 
child  can  be  extracted. 

At  the  brim  of  the  rachitic  pelvis  the  child's  head  presents,  at  the 
beginning  of  labour,  in  a  manner  strikingly  opposed  to  that  in  the 
normal  pelvis.  It  lies  with  its  antero-posterior  diameter  in  the  trans- 
verse of  the  pelvis,  with  its  anterior  and  posterior  fontanelles  on  a  level, 
or  nearly  so,  and  with  the  sagittal  suture  running  transversely  near  the 
promontory,  much  more  rarely  near  the  symphysis.  The  biparietal 
diameter  of  the  head,  or  one  slightly  in  front  of  it,  lies  in  the  conjugate 
of  the  brim.  From  this  it  can  be  readily  imderstood  that,  at  the  begin- 
ning of  labour,  a  parietal  bone  of  the  child's  head  presents.  Now,  as 
the  parietal  bones  are  lateral  qtid  the  child's  head,  we  find  the  German 
nomenclature  a  very  convenient  one.  When  the  sagittal  suture  is  near 
the  promontory,  then  the  anterior  parietal  bone  (anterior  qud  the 
pelvis)  presents ;  while,  when  the  sagittal  suture  runs  near  the  symphysis 
tlie  posterior  parietal  bone  (posterior  qtid  the  pelvis)  presents.  We  can 
thus  speak  of — 

I.  The  anterior-parietal-bonc  presentation.    (Fig.  29.) 

II.  The  posterior-parietal-bone  presentation.    (Fig.  30.) 

Hxi8-^act?o"nfOTcep8.°*  forceps-;,  turning  has  again  revived  (1 81)3)  owing  to  the  development  of  the 


106 


SELECTED  PAPERS. 


In  each  of  these  we  may  have  two  varieties,  according  to  whether 
the  occiput  is  left  or  right,  but  in  what  proportions  is  not  well  known. 
One  or  two  points,  however,  must  be  added.  The  anterior-parietal- 
bone  presentation  is  by  far  the  most  common.  The  posterior-parietal-bone 
presentation  is  very  rare.  These  two  facts  are  prominent.  Litzmann 
and  Veit  have  more  especially  called  attention  to  the  posterior-parietal- 
bone  presentation.  The  interest  in  their  papei-s  lies  in  the  fact  that 
this  posterior-parietal-bone  presentation  may  occur  in  a  normal  pelvis, 
will  then  cause  delay  in  the  labour,  and,  as  Veit  has  noted,  may  lead  to 
undue  elongation  of  the  cervix  on  its  posterior  aspect. 

To  sum  up,  then,  in  the  rachitic  pelvis  the  headmost  usually  presents 
with  the  sagittal  suture  near  the  promontory,  i.e.,  presents  the  anterior- 


FiGS.  29  and  30. 

The  uiDuer  figiire  is  the  antevior-paiietal-bone  presentation,  the  lower  the  posterior-parietal-bone 
presentation,  both  in  sagittal  mesial  section. 
S,  Sagittal  suture. 
P,  Promontory. 

parietal.  The  posterior-parietal  rarely  presents,  and  in  a  rachitic  pelvis 
does  not,  perse,  add  to  the  difficulty  of  the  labour.  All  this  may  be 
put  more  technically  by  saying  that  at  the  brim  of  the  rachitic  pelvis 
the  head  has  neither  the  Solayres  nor  Roederer  obliquities,  but  possesses 
the  Naegele  obliquity  much  exaggerated. 

After  the  onset  of  labour  quite  a  unique  series  of  head  movements 
occurs.  Authors  such  as  Goodell,  Litzmann,  Lahs,  Kleinwachter, 
Schroeder,  vary  in  their  description— a  matter  of  no  wonder,  consider- 
ing the  difficulty  of  clinically  observing  these  accurately.  So  far  as  my 
experience  and  reading  go,  the  following  is  the  most  accurate  account 

In  the  anterior-parietal-bone  presentation  the  forehead  dips  slightly  or 
markedlv,  causing  the  Michaehs  obliquity,  as  Dr  A.  R.  Simpson  has 
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aptly  termed  it.  The  sagittal  suture  leaves  the  proraontory  and 
approaches  the  centre  of  the  pelvic  brim,  i.e.,  the  posterior  side  of  the 
head,  which  is  above  the  plane  of  the  brim,  rounds  the  promontory,  and 
the  head  as  a  whole  becomes  shoved  to  that  side  of  the  pelvis  towards 
which  the  occipiit  lies.  Thus  the  head  passes  the  conjugate  by  its 
bitemporal  diameter,  or  one  slightly  behind  it. 

In  the  posterior-parietal-bone  presentation  the  foi'ehead  dips,  the  side 
of  the  head  above  the  plane  of  the  brim  rounds  the  symphysis,  and  the 
head  as  a  whole  becomes  shoved  to  the  side  of  the  pelvis  towards  whicli 
the  occiput  lies.  I  have  never  been  able  to  trace  a  case  of  mechanism 
in  the  posterior-parietal-bone  presentation,  but  there  is  indubitable 
evidence  that  the  head  rounds  the  symphysis,  since  Litzmann,  who  first 
drew  special  attention  to  it,  described  three  grades,  viz.,  one  where  the 
sagittal  suture  is  above  the  symphysis,  one  where  it  is  near  it,  and  one 
where  it  lies  near  the  centre  of  the  pelvis.  Of  course,  as  Veit  has  said, 
these  are  just  the  stages  of  the  rounding  of  the  symphysis.  Some 
authors  have  described  the  sagittal  suture  not  only  as  leaving  the  pro- 
montory, but  as  returning  slightly  to  it,  i.e.,  the  head  as  rounding  the 
promontory  and  the  symphysis  too.  Thus  Goodell  says,  "  Later  on,  it 
(the  sagittal  suture)  begins  to  return  towards  the  sacrum"  (p.  780, 
line  3).  More  recently  Matthews  Duncan  has  confirmed  this  in  some 
experiments  where,  by  traction  on  the  foot  of  foetuses  brought  head  last 
through  pelves  with  contracted  conjugates,  he  was  able  to  demonstrate 
that  a  double  rotation  occurred.  Dr  Duncan  also  gives  a  summary  of 
the  various  descriptions  of  the  head  mechanism  in  a  rickety  pelvis, 
exhibiting  the  discrepancies  already  alluded  to. 

In  the  last  place,  Goodell  alleges  that  after  the  head  has  been  shoved 
to  the  occipital  side  of  the  pelvis  it  meets  with  resistance  from  the  side- 
wall  of  the  pelvis,  and  becomes  slightly  pushed  to  the  forehead  side  of 
the  pelvis.  So  far,  our  knowledge  of  the  movements  is  as  yet  fairly 
accurate. 

The  explanation  of  the  presentation  and  head  movements  is  now  best 
taken  up  under  three  heads — 

I.  The  parietal-bone  presentation. 

II.  The  dipping  of  the  forehead  and  shoving  of  the  head  as  a  whole  to 
the  occipital  side  of  the  pelvis. 

III.  The  rounding  of  the  promontory. 

I- — The  Parietal-Bone  Presentation. 

This  results  from  the  shape  of  the  head  and  the  conjugate  contraction. 
The  mobile  head  cannot  enter  the  brim,  but  lies  on  the  promontory  and 
symphysis  in  stable  equilibrium,  i.e.,  with  the  Naegele  obliquity.  This 
is  the  only  position  in  which  it  finds  stability. 
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II. — The  Dipping  of  the  Forehead. 

Ill  order  to  understand  tliis,  some  preliminary  matter  is  necessary. 
As  the  waters  are  always  more  or  less  gone,  we  liave  to  consider  how  the 
foetus  is  driven  on  by  the  uterine  and  abdominal  powers.     It  is  best  to 
take  a  simple  instance  first.    Let  us  suppose  the  foetal  head  in  the  right 
occipito-anterior  position  and  non-rotated,  as  Braune's  plate  shows. 
Part  of  the  head  is  exposed  in  the  vagina,  part  is  in  contact  with  the 
elastic  tissue  lining  the  pelvis.    Here  the  head  meets  with  resistance  to 
its  onward  progress,  i.e.,  so  much  of  the  pelvic  tissue  grips  and  resists 
its  transit.    It  marks  out  on  the  head  a  girdle  which  we  may  call  the 
girdle  of  resistance.     We  may  define  this  girdle  more  accurately,  as 
Lahs  has  done,  by  drawing  tangents  to  the  head,  beginning  below  at  the 
lowest  limits  of  the  contact  of  head  and  pelvis.    Where  the  tangents 
leave  the  head  above  gives  us  the  upper  limit  of  the  girdle  of  resistance. 
The  plane  section  of  the  head  whose  outer  limits  are  the  girdle  of 
resistance,  is  the  plane  of  the  girdle  of  resistance.     Uterine  action, 
leaving  out  the  consideration  of  the  abdominal  powers,  compresses  the 
foetus,  and  as  the  result  of  this  we  get  so  much  fluid  pressure  over  the 
plane  of  the  girdle  of  contact,  and  at  right  angles  to  it.    The  foetus  is 
considered  as  a  plastic  fluid,  conducting  force  equally  in  all  directions. 
All  above  the  plane  of  the  girdle  of  resistance  conducts  pressure ;  all 
below  the  girdle  of  resistance  is  driven  on  aud  passes  down  in  a  path 
determined  by  the  perpendicular  fluid  pressure  on  the  plane  of  the 
girdle  of  resistance,  by  the  shape  of  the  head  aud  its  tenacity,  and  the 
friction  of  the  pelvic  walls. 

Thus,  in  an  ordinary  labour,  the  foetus  is  a  semiplastic  mass,  and  by 
uterine  action  has  a  uniform  tension  established  in  it.  So  much  of  this 
tension  is  distributed  equally  over  the  plane  of  the  girdle  of  contact, 
and  drives  on  the  part  of  the  head  lying  below  its  upper  limits. 

Now,  how  about  the  head  at  the  brim  of  the  rachitic  pelvis?  We 
have  uot  at  first  a  semiplastic  mass  of  the  same  shape,  but  an 
approach  to  it.  Uterine  action  moulds  the  tissues  over  the  sternum 
closely  against  the  chin,  the  posterior  shoulder  touches  the  side 
of  the  head  lying  above  the  brim,  and  thus  ultimately  we  get  a 
compact  mass,  as  in  the  ordinary  case  alluded  to.  If  we  now  draw 
tangents  to  the  head  touching  the  symphysis  and  promontoiy, 
we  define  the  girdle  of  resistance,  and  thus  get  uterme  action 
establishing  a  uniform  tension  over  the  plane  of  the  girdle  of  contact 
The  head  tends  to  be  forced  down  as  a  whole;  but  as  the  supei-ficial 
area  of  the  plane  of  the  girdle  of  resistance  on  the  forehead  side  of 


the  line  joining  the  symphysis  and  promontory  is  greater  than  that 
on  the  occipital  side,  we  get  the  forehead  descending-dippmg,  not 
extending,  as  that  involves  the  separation  of  chin  and  sternum.  Alter 
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the  forehead  has  thus  dipped,  it  becomes  arrested  at  some  point  below  the 
plane  of  the  brim.  The  plane  of  the  girdle  of  resistance  thus  cuts 
the  pelvic  brim,  and  the  tension  acting  at  right  angles  to  this  oblique 
plane  drives  the  head  as  a  whole  to  that  side  of  the  pelvis  towards 
wliich  the  occiput  lies. 

The  head  always  delays  considerably  at  the  brim — a  delay  due  to  the 
amount  of  conjugate  contraction,  but  also,  I  believe,  to  this  fact :  The 
fcetus,  at  first  not  thoroughly  compact,  does  not  transmit  uterine 
action  effectively  over  the  forehead  side  of  the  plane  of  the  girdle  of 
resistance.  While  the  uterus  is  thus  moulding  the  foetus,  time  is  lost, 
and  thus  the  dangerous  elongation  of  the  cervix  occurs.  This  seems  to 
me  to  help  to  explain  why  Litzmann's  posterior-parietal  presentation 
should  cause  delay  in  a  normal  pelvis. 

111.— The  Rounding  of  the  Promontory.^ 

Of  this  no  explanation  seems  to  me  so  good  as  that  given  by  Lahs. 
His  tangents,  drawn  with  the  head  at  the  brim,  show  the  steeper  side  of 
the  head  to  be  the  one  with  the  sagittal  suture  near  the  symphysis 
or  promontory.  With  uniform  tension  over  the  plane  of  the  girdle  of 
resistance  this  steeper  side  slips  down  first,  i.e.,  the  head  rounds  the 
promontory  or  symphysis,  as  the  case  may  be.  It  may  be  urged  that 
Duncan's  experiments  tend  to  disprove  this  view,  seeing  this  rounding 
occun-ed,  in  his  experiments,  when  the  head  came  last  with  its  sides 
symmetrical,  i.e.,  equally  steep.  I  do  not  think  so,  however.  T  can  quite 
understand  in  these  experiments  that  the  postei'ior  side  of  the  head,  after 
rounding  and  becoming  indented  by  the  promontory,  may  have  resisted 
this  more,  and  the  anterior  side  then  rounded  the  symphysis  slightly. 
Dr  Champneys'  remarks  on  Dr  Duncan's  paper  as  to  this  point  are 
valuable.  He  falls  into  eiTor,  however,  when  he  speaks  of  the  posterior 
surface  of  the  symphysis  in  relation  lo  the  head  mechanism.  The  head 
rests  on  the  upper  margin  of  the  pubis.  The  posterior  surface  of  the 
pubis  shelves  forward,  and  does  not  come  into  relation  with  the  head 
until  the  head  is  in  the  pelvis.    (Fig.  29.) 

The  usual  explanation  of  the  onward  advance  of  the  head  after  the 
membranes  are  ruptured  is,  that  the  uterine  force  is  conducted 
exclusively  through  the  spine,  and  thus,  from  its  articulation  with  the 
occiput,  the  latter  is  pushed  down  in  advance.  No  one  has  yet,  however, 
told  us  why  the  uterine  force  should  prefer  the  spine  to  any  other  foetal 
route.  The  spine  conduction  is  based  on  the  idea  that  because  the 
occiput  usually  descends  first  in  ordinary  pelves,  therefore  it  is  shoved 
down  by  the  foetal  spine  articulated  near  it.  Further,  the  spine  theory 
ignores  the  compactness  of  the  foetus  and  the  close  apposition  of  the  chin 

'  It  is  doubtful  if  the  head  does  "round "  and  is  not  simply  driven  down.    At  the  risk  of  beinsr 
accused  of  inconsistency  I  leave  the  paragraphs  on  this  division  as  already  written. 
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to  the  sternum,  so  well  shown  in  Braune's  plate.  Recently,  Labat  has 
published  a  diagram  of  the  uterus  and  foetus  in  a  woman  who  died  during 
labour  from  eclampsia.  There  the  spine  is  so  curved  that  the  conduction 
of  the  uterine  force  along  it  to  the  occiput  is  an  impossibility.  The  spine 
theory,  however,  utterly  fails  when  applied  to  the  explanation  of  the 


Fig.  31. 

FCETUS  IN  UTERO,  seen  from  front,  from  a  woman  who  died  during  labour  {Labat). 

Note  curve  of  body. 

movements  of  the  head  at  the  brim  of  the  rickety  pelvis,  so  utterly  that 
I  need  not  waste  time  in  refuting  it.    (Fig.  31.) 

The  cases  of  rickety  pelvis  I  have  seen  are  twelve  in  number  (up  to  1881). 
Two  of  them  were  in  Dr  A.  R  Simpson's  consulting  practice,  two  were  seen 
with  Dr  Ronaldson,  and  the  rest  were  in  dispensary  practice.  In  all,  the 
conjugate  varied  from  3  to  3^  inches,  whilst  in  one  it  was  21.  One  was 
a  face  presentation,  two  were  the  rare  posterior-parietal-bone  presenta- 
tions, and  the  rest  were  anterior-parietal  presentations.  In  all  of  them 
turning  was  emploved.    No  mother  was  lost :  one  child  was  still-born, 
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in  one  I  had  to  perforate  belnnd  the  ear,  in  anotlier  Dr  Simpson  perforated 
for  prolapse  of  funis,  whilst  in  the  rest,  living  and  thriving  children  were 
obtained.  In  two  of  the  cases  wliere  living  children  were  obtained,  all 
the  previous  children  had  been  delivered  still-born  by  forceps,  and  in  one 
case  Dr  Simpson  extracted  a  living  child  by  turning  where  a  previous 
labour  had  been  terminated  by  craniotomy.  Four  of  the  children  had 
the  vertical  spoon  furrow  in  front  of  the  ear.  In  the  case'  I  had  to  per- 
forate after  turning,  the  posterior  side  of  the  head  was  indented  just  below 
the  parietal  eminence,  showing  transverse  contraction  at  the  brim. 

In  regard  to  the  method  of  turning  employed  in  such  cases,  it, 
of  course,  requires  to  be  the  bipolar.    It  is  better  to  have  skilled  assist- 
ance, and  to  be  careful  as  to  the  following  points  : — After  the  head  has 
been  pushed  away  from  the  brim,  and  the  breech  depressed,  care  should 
be  taken  to  manipulate  the  head  up  to  the  fundus  before  any  traction  is 
made.    After  both  legs  have  been  secured,  the  traction  made  should  be 
very  slight.    The  important  thing  is  to  push  the  foetus  down  vigorously, 
and  thus  keep  the  arms  down.    This  saves  time,  as  delay  in  bringing 
down  the  arms  may  prove  fatal  to  the  child's  life.    In  the  extraction  of 
the  head  the  following  method  should  be  employed  : — The  child's  head 
lying  transverse  in  the  brim,  the  body  is  carried  over  the  symphysis  as  far 
as  it  will  go,  and  moderate  traction  kept  up.    Then,  with  the  woman  in 
the  dorsal  posture,  and  the  assistant  kneeling  on  the  bed  at  her  side, 
pressure  is  made  on  the  head  with  both  hands,  and  in  the  axis  of  the 
brim.    The  pressure  is  not  to  be  moderate.    In  all  the  cases  I  have  driven 
the  head  through  with  all  the  force  I  could  exert,  and  have  never  seen 
any  harm  ensue.     When  the  head  is  thus  forced  into  the  pelvic  cavity, 
the  child  should  be  swung  to  the  perineum,  and  then  the  head  can  be 
rapidly  extracted  in  the  ordinary  way,  viz.,  by  two  fingers  in  the  mouth 
and  two  below  the  occipital  protuberance.    The  most  important  thing  is 
the  downward  pushing  of  the  foetus  and  the  propulsion  of  the  head 
suprapubically.     I  have  thus  followed  Goodell's  teaching  thoroughly, 
except  that  I  use  suprapubic  pressure  earlier,  and  employ  very  little 
traction. 

In  the  last  place,  I  have  now  to  consider  and  summarise  the  lines, 
based  on  mechanism,  to  be  laid  down  as  to  the  treatment  of  arrested  head 
at  the  brim.  In  order  to  make  this  complete,  and  to  take  advantage  of 
the  important  literature  found,  I  am  glad  to  say,  in  our  own  Transactions, 
I  shall  take  up  the  question  in  its  wide  sense.  Given  a  head  arrested 
at  the  brim,  how  is  the  practitioner  to  treat  his  case  intelligently  and 
safely?  We  all  know  the  routine  advice—Put  on  the  forceps;  if  that 
fails,  try  to  turn ;  and  if  this  fails,  then  perforate.  Cases  are  recorded 
where  all  this  has  been  followed  by  Ctesarean  section.  It  is  better, 
however,  to  differentiate  the  cases  as  follows  :— In  the  first  place,  chloro- 
foi-m  the  patient  and  palpate  the  head  suprapubically.    Note  the  relation 
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of  the  retraction  ring.     By  all  means  examine  the  head  bimanually, 
i.e.,  with  two  fingers  in  the  vagina  and  hand  above  pubis.    So  far  we 
learn  if  the  head  lies  above  the  brim  or  is  arrested  while  passing,  if  the 
lower  uterine  segment  is  elongating  dangerously,  or  if  the  head  is  hydro- 
cephalic.   Then  pass  the  hand  into  the  vagina,  and  note  the  mechanism. 
If  the  head  is  transverse  at  the  brim,  note  how  the  sagittal  suture  lies,  and 
the  relation  of  the  fontanel! es.    If  the  sagittal  suture  is  transverse  and 
near  the  sacrum  or  symphysis,  and  if  both  fontanelles  are  easily  touched, 
then  there  is  in  all  probability  conjugate  contraction.    Next  measure  the 
conjugate  and  feel  the  space  between  the  forehead  and  iliac  margin  of 
the  brim,  and  the  occiput  and  its  corresponding  margin.    By  this  we 
learn  the  relation  of  the  head  to  the  aperture,  viz.,  the  brim,  through 
which  it  has  to  pass. 

Now,  I.  If  the  head  is  presenting  a  parietal  bone,  then  forceps  is 
certainly  contra-indicated,  and  turning  proper.  But  it  may  be  said, 
How  can  one  tell  if  the  head  will  come  through  by  turning  alone  1  The 
following  points  wall  help  in  this : — 

(1)  The  conjugata  vera  should  not  be  less  than  3  inches.  A  living 
child  cannot  be  brought  through  a  conjugate  of  2^  inches. 

(2)  If  the  forehead  is  dipping  well,  or  if  both  fontanelles  are  on  a 
level,  and  some  little  space  felt  in  the  transverse  diameter  on  the  side  of 
the  forehead  and  occiput,  and  if  the  conjugate  is  above  3  inches,  then 
turning  should  bring  through  a  living  child. 

(3)  If,  however,  the  fontanelles  are  not  level,  i.e.,  if  the  anterior 
fontanelle  is  higher  than  the  posterior,  while  the  parietal  bone  presents, 
then  turning  will  probably  fail,  as  this  mechanism  shows  transveree 
diminution  at  the  brim  too  ;  cranioclasm  is  indicated. 

II.  If  the  occiput  dips,  and  the  anterior  fontanelle  is  high,  and  the 
sagittal  suture  in  an  oblique  diameter,  then,  as  the  pelvis  is  justo-minor 
or  obliquely  contracted,  cceteris  paribus,  the  treatment  should  be  forceps 
or  cranioclasm,  not  turning.  The  limit  of  forceps  in  justo-minor  pelves 
is  not  well  known,  but  the  craniotomy  limit  is  higher  than  in  rachitic 
cases. 


CHAPTER  XIII. 


THE  MECHANISM  OF  THE  SEPARATION  OP  THE  PLA- 
CENTA AND  MEMBRANES  DURING  LABOUR  (Normal 
and  Abnormal)— ON  THE  EXPULSION  OF  THE  PLA- 
CENTA BEFORE  THE  BIRTH  OF  THE  CHILD. 

During  labour  the  membranes  and  placenta  become  separated  and 
expelled,  but  while  the  expulsion  of  these  takes  place  after  the  child  is 
born,  the  entire  separation  does  not  occur  at  any  one  period.  During 
the  first  stage  of  labour  the  membranes  in'  the  lower  portion  of  the 
utems,  in  the  part  termed  the  lower  uterine  segment,  become  detached. 
The  placenta,  if  placed  partly  in  this  segment,  a  condition  known  as 
placenta  prsevia,  becomes  also  separated.  The  rest  of  the  membranes 
and  the  placenta  do  not  become  separated  until  after  the  child  is  born, 
and  this  is  followed  by  their  expulsion  as  a  whole. 

The  question  to  be  considered  at  present  is  this  :  How  are  the  mem- 
branes and  placenta  separated  ?  Is  the  mechanism  in  all  of  them  the 
same,  or  Have  we  one  for  the  separation  of  the  part  of  the  membranes 
and  placenta  when  in  the  lower  uterine  segment,  and  another  for  the 
portions  attached  higHier  up  ? 

I  hope  to  be  able  to  show  that  one  mechanism  accounts  for  all. 

At  the  end  of  pregnancy  the  utems  will  be  found  to  be  divided  into 
three  parts,  viz.,  the  cervix  with  its  canal,  the  lower  uterine  segment,  and 
the  uterine  rmcsculature  above  the  latter.  These  parts  are  defined  as 
follows : — 

The  ce7^viccd  canal  opens  by  the  os  externum  into  the  vagina  below, 
and  is  sharply  defined  above  by  the  os  internum.  The  cervical  canal 
has  its  anterior  and  posterior  walls  in  apposition,  and  remains  intact 
xmtil  the  beginning  of  labour.  Sinco  Stoltz  in  France,  and  Duncan  in 
this  country,  insisted  that  the  cervical  canal  during  pregnancy  took  no 
part  in  the  formation  of  the  uterine  cavity  proper,  and  was  never 
encroached  on  by  the  foetus,  many  attacks  have  been  made  on  their 
view ;  but  all,  so  far  as  I  can  judge,  have  not  shaken  it.  The  most 
valuable  section  of  a  full-time  pregnancy,  published  recently  by 
Waldeyer  of  Berlin,  confirms  this  doctrine  in  every  particular. 

The  lowei'  uterine  segment  is  the  segment  of  the  uterine  wall  lyino- 
within  2  inches  or  so  of  the  os  internum,  and  is  characterised  by  the 
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loose  attachment  of  the  peritonouni  to  it.  Where  the  peritoneum 
becomes  firmly  attached,  the  third  portion  of  the  uterus  begins.  The 
lower  uterine  segment  is  bounded  below  by  the  os  internum,  while 
above,  there  is,  in  addition  to  the  peritoneal  limit  already  mentioned, 
a  part  of  the  uterine  wall  as  its  upper  boundary  where  the  contraction 
ring  and  circular  vein  develop  during  labour  {v.  also  Chap.  XIV.  for  more 
detail  on  this  point). 

The  uterine  cavity  is  lined  by  the  placenta  and  membranes.  Normally 
the  placenta  is  placed  above  the  upper  limit  of  the  lower  uterine  seg- 
ment, although  rarely  part  of  it  dips  into  it,  constituting  the  dangerous 
condition  known  as  placenta  prtevia.  The  membranes  line  the  part  of 
the  uterine  wall  unoccupied  by  placenta,  and  in  the  great  majority  of 
pregnancies,  therefore,  the  lower  uterine  segment  is  covered  on  its 
uterine  aspect  by  membranes. 

The  membranes  consist  of  amnion,  chorion,  decidua  reflexa  and 
decidua  vera.  For  our  present  purpose,  we  regard  them  from  a  purely 
physical  aspect.  Near  the  uterine  wall  we  find  a  spongy  layer,  made 
up  of  a  minute  meshwork,  and  this  divides  the  membranes  into  a  com- 
pact layer  lying  next  the  uterine  cavity,  and  a  thin  layer  set  on  the 
uterine  wall.  The  spaces  of  this  meshwork  are  the  fundi  of  the  uterine 
<i-lands  of  the  mucous  membrane  of  the  unimpregnated  uteras,  which 
has,  as  the  result  of  conception,  become  the  decidua  vera. 

The  placenta,  viewed  in  the  same  aspect,  is  made  up  of  two  portions 
separated  by  a  spongy  layer.  Towards  the  uterine  cavity  we  have  the 
part  made  up  of  amnion,  chorion,  chorionic  villi  with  intervillous  spaces 
between,  and  the  portion  of  the  serotina  known  as  the  large-celled 
layer. 

On  the  uterine  side  of  the  placental  spongy  layer  we  get  a  part  of  the 
serotina  lying  on  the  uterine  wall.  The  spongy  layer  in  the  placenta 
has  an  origin  similar  to  that  in  the  membraifts,  as  the  spaces  are 
lined  by  columnar  epithelium. 

There  is  thus  in  the  membranes  and  placenta  a  spongy  layer,  each 
lying  in  the  same  plane,  and  therefore  continuous,  forming  a  line  of 
cleavage,  at  which  the  membranes  and  placenta  will  be  separated  as  the 
result  of  labour. 

If  we  now  look  at  the  uterus  after  labour  has  gone  on  for  some  tmie, 
we  find  a  remarkable  change  has  taken  place  in  its  divisions.  The 
lower  uterine  segment  and  cervix  have  now  become  canalised,  and 
together  make  a  tube  measuring  10  cm.  in  all  its  diameters. 

By  the  end  of  the  first  stage  we  get  the  membranes  in  the  lower 
uterine  segment  separated  by  a  tearing  of  the  partitions  already 
alluded  to,  and  this  separation  is  caused  in  the  following  manner  :— 

As  the  result  of  the  uterine  pains,  and  the  deeper  passage  of  the 
child's  head,  the  area  of  the  lower  uterine  segment  is  increased.    Of  the 
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membranes,  only  the  amnion  is  driven  on  and  •  expanded,  a  condition 
allowed  by  the  loose  union  of  the  amnion  to  the  chorion.  The  increase 
in  area  of  the  lower  uterine  segment  is  not  participated  in  by  the 
decidiife,  owing  to  the  loose  spongy  layer,  and  we'  thus  get  a  dispro- 
portion between  the  site  of  the  attachment  of  the  deciduse  and  the 
decidute  themselves,  a  disproportion  causing  tension  on  the  partitions 
sufficient  to  tear  them — i.e.  to  cause  separation. 

While  this  explains  the  separation  of  the  membranes  in  the  lower 
uterine  segment,  we  have  now  to  consider  how  the  membranes  and 
placenta,  placed  above  the  retraction  ring,  are  separated  during  the 
third  stage.  The  conditions  here  are  different,  as  the  lower  uterine 
segment  is  passively  stretched  during  labour,  while  the  uterus  above 
the  retraction  ring  actively  retracts  and  relaxes,  and  during  retraction 
diminishes  the  uterine  area  it  bounds.  The  changes  there  taking  place 
are  probably  as  follows  : — 

As  the  result  of  the  uterine  pains  in  the  first  and  second  stages  of 
labour,  and  in  the  beginning  of  the  third  stage,  we  get  a  diminution  in 
area  of  the  placenta,  i.e.,  in  its  long  axes,  and  an  increase  in  its  thick- 
ness. No  separation  of  the  placenta  takes  place  until  some  time  after 
the  child  is  born.  It  is  further  known  that  the  foetal  heart  is  slowed 
during  the  pains,  and  also,  as  we  can  note  when  the  child's  head  is  born, 
that  the  face  becomes  congested  during  a  pain,  the  congestion  passing- 
off  as  the  pain  dies  away. 

To  understand  all  this,  we  must  consider  briefly  the  blood  supply  of 
the  placenta  and  iitertts. 

The  placenta  has  blood  poared  into  it  from  two  sides.  On  the 
amniotic  side  the  umbilical  artery  gives  it  a  most  abundant  supply,  and 
one  that  rapidly  pours  into  it.  On  its  attached  side  the  curling  arteries 
pour  blood  into  the  intervillous  spaces,  the  two  blood  supplies  thus 
interdigitating  with  one  another.  The  foetal  blood  passes  in  by  two 
arteries  and  returns  by  one  vein.  The  venous  supply  of  the  uterus  is, 
so  far  as  Hyrtl's  injections  show,  much  more  abundant  than  the 
arterial. 

The  maternal  blood  pours  by  the  curling  arteries  directly  into  the 
intervillous  spaces,  and  returns  by  veins  to  the  uterine  w^all.  The 
result  of  a  uterine  pain  is  to  compress  the  curling  arteries,  and  prevent 
blood  passing  into  the  intervillous  spaces.  It  does  the  same  to  the 
uterine  veins,  but  as  these  are  so  abundant,  the  blood  in  the  intervillous 
spaces  drains  off",  and  we  get  no  congestion  of  them.  I  have  examined 
microscopical  sections  of  a  parturient  six  months'  uterus,  and  found  no 
blood  in  the  intervillous  spaces.  The  abundant  fretal  blood  supply  of 
the  placenta  is  well  shown  in  them  (PI.  IX.  fig.  4).  The  same  holds 
good  in  a  case  of  Porro  uterus,  an  inverted  uterus  with  placenta 
attached,  and  in  the  separated  full-time  placenta ;  in  all,  the  intervillous 
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spaces  are  empty  (figH.  1,  2,  and  6).  They  are  indeed  practically 
obliterated,  and  the  villi  are  in  close  apposition  (PI.  IX.).  This  is  quite 
different  in  the  pregnant  and  non-parturient  uterus.  In  a  four  months' 
pregnancy  examined  (PI.  IX.  fig.  3),  the  intervillous  spaces  are  wide 
and  the  villi  far  apart.  During  a  pain,  therefore,  the  diminution  in 
area  of  the  placenta  is  compensated  for  by  its  thickening,  and  there  is 
probably  an  actual  diminution  in  bulk  of  the  placenta,  owing  to  the 
comparative  emptiness  of  the  intervillous  spaces.  But  why  does  the 
placenta  diminish  in  area  with  the  uterus  during  a  pain  1  Why  does  it 
increase  in  area  again  as  the  pain  dies  offj  and  Why  is  it  not  separated 
until  after  the  child  is  born  ? 

The  reason  seems  to  me  to  be  that,  owing  to  the  foetal  blood  pressure, 
the  placenta  is  pressed  against  the  uterine  wall  sufficiently  to  make  it 
practically  act  in  unison  with  it,  so  far  as  increase  and  diminution  of 
area  are  concerned,  and  the  increase  in  the  general-contents-pressure  of 
the  uterus  during  a  pain  will  also  tend  in  the  same  way,  and  both  will 
prevent  any  separation.    As  the  pain  dies  off,  the  foetal  blood  is  at  once 
piimped  vigoi'ously  into  the  expanding  villi,  and  causes  the  placenta  to 
increase  in  area,  as  the  corresponding  part  of  the  uterine  Avail  to  Avhich 
it  is  attached  does.    The  maternal  blood  pours  into  the  intervillous 
spaces,  and  is  also  a  factor  in  the  expansion  as  the  pain  dies  off.  The 
reason  why  the  placenta  is  not  separated  (unless  prtevia)  during  the 
first  and  second  stages  of  labour,  seems  to  me  quite  evident.  Separation 
is  brought  about,  as  we  shall  see,  by  a  tearing  of  the  spongy  layer. 
This  layer  lies  between  placenta  and  uterine  wall,  and  can  only  be  torn 
when  the  placental  site  and  the  placenta  at  the  plane  of  the  spongy 
layer  are  unequal.    So  long  as  the  placenta  responds  exactly,  by 
diminution  and  expansion  of  its  area,  to  the  diminution  and  expansion 
(brought  about  by  the  pain)  in  area  of  the  muscular  surface  of  the 
uterus  to  which  it  is  attached,  there  can  be  no  tension  on  the  partitions, 
and  no  tear  of  them. 

When  the ,  child's  head  is  born,  no  inspiration  takes  place,  as  the 
placenta  is  not  separated.  When  a  pain  comes,  the  face  of  the  child 
becomes  congested,  the  congestion  passing  off  as  the  pain  dies  away. 
The  reason  of  the  congestion  is  the  comparative  emptying  of  the  inter- 
villous spaces  and  the  slowing  of  the  foetal  heart,  both  tending  to  pro- 
duce a  certain  amount  of  asphyxia.  The  compression  of  the  viUi  is 
physically  like  a  vasomotor  construction  in  an  adult,  and  causes  the 
slowing  of  the  heart. 

When  the  child  is  born,  it  cries  vigorously,  and  aspirates  the  blood 
from  the  villi.  If  allowed  to  remain  attached  for  some  time  (say  an 
hour)  it  can  remove  the  blood  from  the  villi  almost  completely.  But 
not  only  are  the  villi  emptied  of  the  fostal  blood.  The  intervillous 
spaces,  to  our  knoAvledge  of  which  Sir  William  Turner  has  contributed 
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so  much,  ai"e  also  empty  and  the  villi  closely  pressed  together.  This  is 
an  anatomical  fact,  as  I  have  found  them  empty  in  all  the  third  stage 
uteri  examined,  and  also  in  the  shed  placenta.  This  is  not  to  be 
wondered  at  when  we  remember  the  great  thickening  that  has  taken 
place  in  the  wall  of  the  third  stage  uterus,  and  the  practical  obliteration 
of  the  vessels  there,  during  a  pain.  The  emptiness  of  the  intervillous 
spaces  in  the  shed  placenta,  and  close  apposition  of  the  villi,  is  clear 
evidence  of  the  entii*e  absence  of  blood  in  them  during  the  third  stage 
of  labour. 

If  the  uterus  be  palpated  during  the  third  stage,  it  will  be  noted  to 
harden  and  diminish  in  bulk  markedly,  and  then  to  increase  in  bulk 
and  become  softer.  Diiring  the  hardening,  the  internal  uterine  surface 
diminishes  greatly,  the  retraction  ring  barely  admitting  the  finger,  and 
the  uterine  wall  thickens :  during  relaxation,  the  internal  uterine  area 
increases  so  that  the  hand  passed  in  can  be  even  moved  about  freely, 
and  the  retraction  ring  expands  so  as  to  allow  the  hand  to  pass.  The 
condition  of  the  uterine  wall  is  not  known  exactly,  but  I  believe  it  is 
thinner.  Unfortunately,  we  do  not  know  how  the  relaxing  muscle 
increases  the  internal  uterine  surface  in  area,  but  as  a  matter  of  fact  it 
does,  and  this  diastole  is  probably  active.  One  thinks  of  the  relaxing 
uterine  muscle  as  anything  but  active,  but  the  term  "relaxation,"  like 
so  much  of  our  terminology,  is  misleading.  We  know  also,  both  by 
clinical  and  sectional  evidence,  that  the  lower  part  of  the  placenta  often 
separates  first  (v.  Chapter  V.). 

The  mechanism  of  the  separation  seems  to  me  therefore  to  be  as 
follows  : — When  the  child  is  born  the  placental  area  may  diminish  to 
4  inches  x  4  inches,  as  shown  in  a  specimen  in  my  possession.  No 
separation  takes  place  then,  because  there  is  no  disproportion  between 
the  area  of  the  uterine  muscle  to  which  the  placenta  is  attached  and  the 
placenta  itself.  However  much  the  area  diminishes,  the  placenta  cannot 
separate,  because  the  disproportion  necessary  cannot  take  place.  When 
the  uterus  contracts  to  the  amount  it  does  after  the  child  is  born,  the 
placenta  fills  the  uterine  cavity,  and  any  further  diminution  in  uterine 
bulk  never  leads  to  a  disproportion  between  placenta  and  the  area  of 
the  uterine  muscle  to  which  it  is  attached,  but  the  two  are  always 
equivalent. 

After  the  pain  has  died  ofi",  the  uterus  relaxes,  and  as  a  matter  of  fact 
has  an  increase  in  area  in  its  anterior  and  posterior  surfaces.  Now 
comes  in  a  different  phase  in  the  behaviour  of  the  placenta.  The  foetal 
blood  has  been  aspirated  from  it ;  the  intervillous  spaces  are  empty,  and 
therefore  during  the  increase  in  the  internal  uterine  area,  we  have  cut 
off  the  two  factors  in  bringing  about  the  equivalent  expansion  in  area  of 
the  placenta  during  the  relaxation  following  the  pains  of  the  first  and 
second  stages,  i.e.,  we  get  the  placenta  smaller  in  area  at  the  plane  of 
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separation  than  tlie  placental  siti3.  This  repeated  disproportion  in  area, 
i.e.,  slight  excess  of  area  of  the  placental  site  over  that  of  the  placenta 
itself,  tears  the  partitions  in  the  spongy  layer,  i.e.,  separates  the  placenta. 
This  disproportion  need  only  be  slight,  as  we  know  how  early  the 
placenta,  when  prajvia,  begins  to  bo  separated  over  the  expanding  lower 
iiterine  segment. 

During  the  third  stage  separation,  blood  may  be  effused  by  the  relax- 
ing muscle,  and  collect  between  uterine  wall  and  placenta.  The  retro- 
placental  clot  or  blood  effusion  is  a  consequence  of  the  separation,  and 
relieves  the  maternal  system  of  some  blood  that  might  embarrass  the 
heart's  action  if  aspirated  to  the  right  side. 

The  last  phenomenon  in  the  third  stage  is  the  expulsion  of  the 
separated  placenta,  Avhen  it  either  comes  edge-ways  or  inverted.  This 
mechanism  of  Duncan  and  Schnltze  has  nothing  to  do  with  separation, 
but  belongs  to  expulsion. 

The  placenta  during  the  third  stage  of  labour  is  therefore  separated 
after  the  pain  dies  off,  when  the  partitions  of  the  spongy  layer  are  toru, 
owing  to  the  increase  in  the  placental  site  not  being  participated  in  by 
the  placenta  itself  We  thus  get  the  disproportion  of  separation  which 
is  necessary  to  tear  these  partitions. 

The  membranes  are  separated  during  the  third  stage  in  entirely  the 
same  way.  The  Avrinlded  and  folded  membraues  lying  above  the  spongy 
layer  do  not  participate  in  the  increase  in  area  of  their  site  after  a  pain, 
and  the  tension  thus  put  on  their  spongy  layer  tears  it,  and  separates 
them. 

All  the  separation  of  membranes  and  placenta  occurring  in  normal  or 
abnormal  labour  can  thus  be  accounted  for  in  one  way.  Separation  of 
placenta  and  membranes  takes  place  oiving  to  a  disproportion  between  the 
■part  to  be  separated  and  the  site  of  its  attachment.  Below  the  retraction 
ring,  the  increase  in  site  is  brought  about  chiefly  by  traction  of  the 
retracting  muscle  on  the  lower  uterine  segment ;  above  the  retraction 
ring  the  increase  in  area  during  the  third  stage  happens  after  the  pain, 
during  the  uterine  diastole,  and  not  being  participated  in  by  the  com- 
paratively bloodless  placenta,  leads  to  the  necessary  disproportion  of 
separation.  It  is  evident  that  this  disproportion  of  separation  has  its 
necessary  limits.  Measurement  of  the  trabecules  in  the  spongy  layer, 
and  a  knowledge  of  the  amount  of  elongation  necessary  to  tear  healthy 
trabecule^,  should  find  an  approximation  to  its  value,  but  my  work  on 
this  point  is  not  as  yet  ready  for  publication. 

An  important  part  of  the  proof  advanced  in  the  present  paper  depends 
on  the  existence  of  the  intervillous  circulation.  This  circulation  is 
denied  by  Hicks,  and  strongly  contended  for  by  Turner.  Waldeyer,  m 
a  recent  communication,  unhesitatingly  supports  the  view  that  an  inter- 
villous circulation  does  exist. 
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EXPLANATION  OF  PLATES. 
Plate  IX. 

Fig.  1.  -Section  of  tlie  placenta  attached  to  inverted  third  stage  nterus  (iTmacle  not 
shown).  The  amnion  is  stripped  off,  and  the  villi  so  closely  pressed  together  that 
we  see  no  intervillous  system. 

Fig.  2. — Section  of  shed  placenta.  Amnion  stripped  off,  and  intervillous  spaces 
obliterated. 

Fig.  3. — Section  of  4^  months'  placenta  attached  to  uterus,  but  muscle  not  drawn. 

Note  that  in  this  pregnant  specimen  the  intervillous  spaces  are  evident. 
Fig.  4. — Section  of  6  months'  placenta  from  partiirient  uterus ;  vilU  injected.  Note 

\'illi  so  closely  pressed  that  specimen  seems  one  mass  of  them. 
Fig.  0. — Space  of  trabecular  layer  magnified,  showing  lining  of  columnar  epithelium. 
Fig.  f). — Section  of  3rd  stage  uterus  with  placenta  attached.    The  trabecular  layer  is 

well  seen,  as  also  the  close  appression  of  villi. 
All  specimens  drawi  with  §  inch  object-glass,  and  reduced  by  one  half.    FiG.  5  magni- 
fied 300  diameters. 

Plate  X. 

Shows  a  vertical  mesial  section  of  a  third  stage  uterus,  with  placenta  separated  in 
part  by  the  retroplacental  blood  present.  This  specimen  was  obtained  from  a  case  of 
Csesarean  section,  Porro's  modification  (ftlis  nat.  size). 

The  following  are  some  of  the  measurements : — Length  of  uterine  wall  from  which 
placenta  sej)arated,  2J  inches ;  length  of  part  of  membranes  separated,  1\  inches  ; 
length  of  separated  jilacental  edge,  4  inches  (nearly). 


EXPULSION  OF  THE  PLACENTA  BEFORE  THE  BIRTH 

OF  THE  CHILD. 

For  some  time  past,  anomalous  separations  of  the  placenta  have 
occupied  my  thoughts,  but  I  intended  to  defer  special  investigation  of 
these  till  opportunity  of  studying  them  in  the  living  woman  occurred. 
A  recent  paper  by  Dr  Helme  has  induced  me,  however,  to  consider  this 
matter,  inasmuch  as  both  in  Dr  Helme's  paper  and  in  the  discussion  on 
it  at  the  Edinburgh  Obstetrical  Society,  the  opinion  was  unanimously 
expressed  that  the  case  recorded  was  against  my  view  of  placental 
separation. 

The  anomalous  separations  I  purpose  bringing  before  you  to-night  are 
as  follow : — 

I.  Cases  where  the  Placenta  is  sbparateb  and  expelled  in  Twin 
Births  in  an  anomalous  manner. 

II.  Cases  where  the  normally  situated  Placenta  is  separated  and 

EXPELLED  IN  A  SiNGLE  BiRTH  BEFORE  THE  ChILD  IS  BORN. 

I.  Cases  where  the  Placenta  is  separated  and  expelled  in  Twin 
Births  in  an  anomalous  manner. 

In  a  twin  labour  we  may  have  the  following  phenomena  as  regards 
separation  of  the  placenta  : — 

1.  Both  placenta;  may  he  separated  and  expelled  after  the  birth  of  both 
children. 
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2.  Both  placentcH  may  he  seixirated  and  ex23elled  befo7'e  the  birth  of  the 
second  child. 

3.  The  placenta  of  the  first  horn  child  may  he  separated  and  expelled 
after  the  birth  of  the  first  child  and  before  the  birth  of  the  second. 

4.  The  placenta  of  the  second  child  may  be  expelled  after  the  birth  of  the 
first,  the  second  being  still-born. 

5.  Both  children  being  born,  the  placenta  of  the  second  may  be  born 
before  that  of  the  first. 

6.  Both  placentce  may  be  expelled  before  the  birth  of  the  children. 

In  1  we  have  the  normal  third  stage. 

In  2  and  3  the  diflFerence  is  due  to  the  fact  that  in  the  former  there 
is  only  one  placenta,  in  the  latter  two. 

In  4  and  6  we  have  cases  analogous  to  prolapsus  placentae. 

The  two  forms  for  discussion  under  head  I.  are  3  and  5  ;  4  and  6 
come  under  head  II. 

.  3.  Tlie  jjlacenta  of  the  first  born  child  may  be  sepai  ated  and  ex2:)elled 
after  the  birth  of  the  first  child,  and  before  the  birth  of  the  second. 

Denman  gives  two  cases  of  this  : — 

(1)  C.  J.  ;  twins.  The  placenta  of  the  first  child  was  expelled  immedi- 
ately. The  feet  of  the  second  were  then  found  in  the  vagina  and 
brought  down.  There  was  not  the  sliglitest  hsemorrhage.  The  first 
was  born  alive,  the  second  putrid. 

(2)  M.  C.  ;  twins.  The  placenta  of  the  first  was  expelled  before  the 
birth  of  the  second,  without  haemorrhage.  Both  children  were  born  alive 
at  the  full  period. 

We  have  here,  therefore,  a  remarkable  phenomenon,  viz.,  the  separa- 
tion of  a  placenta  while  the  uterus  contains  a  second  child  and  has  a 
large  uterine  area.  After  the  first  child  is  born,  the  area  of  its  placenta 
cannot  be  4  inches  by  4  inches.  However  the  placenta  separates  in 
such,  it  is  at  an  area  compai-atively  large,  and  also  without  the  aid  of 
blood  eftusion.  It  will  of  course  be  asked.  Does  the  view  propounded 
by  me  explain  such  cases?  To  this  I  answer,  that  nothing  in  these 
cases  militates  against  my  view,  my  caution  being  dictated  by  the 
circumstance  that  we  have  not  all  the  facts  of  such  before  us.  My  view, 
put  in  the  most  general  manner,  does  not  assert  that  any  area  is  required 
for  the  separation  of  a  placenta.  All  that  is  necessary  is  a  disproportion 
between  placental  area  and  placental  site.  When  in  twin  cases  the  first 
child  is  born  alive,  as  happened  in  the  second  case  narrated,  we  have 
the  two  placeutse  under  different  conditions.  That  of  the  child  imborn 
has  its  foetal  circulation  intact  and  its  maternal  only  partially  obliterated : 
while,  on  the  other  hand,  that  of  the  born  child  has  its  fostal  circulation 
stopped  entirely  and  its  maternal  circulation  as  in  the  former.  It  does 
not,  therefore,  respond  to  the  increase  in  site  following  a  pain,  becomes 


ABNORMAL  PLACENTAL  SEPARATIONS.  121 


separated,  and  then  expelled.  This,  I  believe,  will  be  found  to  be  the 
essential  mechanism. 

5.  Both  children  being  born,  the  placenta  of  the  second  may  be  horn 
before  that  of  the  first. 

An  interesting  case  of  this  has  been  recently  recorded  by  Dr  Helme. 
It  is  briefly  as  follows  :  the  first  child  was  born  spontaneously,  while 
the  second  required  its  bag  of  membranes  ruptured,  and  had  spina 
bifida.  The  cord  was  not  pulsating  when  it  was  born,  and  no  respira- 
tions were  made. 

During  the  third  stage  the  uterus  contracted  badly  and  relaxed 
considerably.  Ultimately  the  lower  placenta  was  expelled,  but  the 
upper  was  only  partially  separated,  and  was  ultimately  removed  manu- 
ally. Dr  Helme,  by  passing  his  hand  in  early  in  the  third  stage,  found 
the  placentae  both  unseparated,  even  after  contraction  and  relaxation 
had  occurred. 

Dr  Helme  urges — 1.  That  the  lower  placenta  was  separated  and 
expelled  by  uterine  pains,  i.e.,  by  diminution  of  area.  2.  That  the 
placenta  of  the  still-born  child  had  its  foetal  half  not  a  bloodless  structure, 
as  it  did  not  aspirate  the  blood  there.  3.  That  the  placenta  of  the 
living  child  was  not  expelled,  although  he  believes  all  the  conditions  I 
demand  for  such  expulsion  were  present. 

Dr  Helme's  facts  bear  evidence  of  accuracy,  but  he  has  built  upon 
them  a  superstructure  of  criticism  which  they  cannot  bear.  Thvis — 
1 .  The  second  child  was  dead  ;  at  any  rate  its  cord  was  not  pulsating, 
and  it  did  not  breathe.  Yet  Dr  Helme  makes  the  remarkable  statement 
that  its  foetal  portion  was  not  a  "bloodless  structure,"  inasmuch  as  it 
did  not  breathe.  Dr  Helme  evidently  thinks  that  the  only  way  the 
foetal  portion  of  the  placenta  is  rendered  bloodless  is  by  the  child's 
aspiration.  The  death  of  the  child  does  the  same,  and  consequently 
this  placenta  had  the  conditions  as  to  circulation  my  view  demands.  ^ 

The  placenta  of  the  living  child  was  removed  manually,  as  its  upper 
portion  was  unseparated.  This  means,  of  course,  that  it  was  adherent 
there. 

Dr  Helme,  indeed,  is  in  a  dilemma  about  this  upper  placenta.  The 
diminution  of  area  was,  according  to  him,  sufficient  to  separate  the 
lower  placenta ;  then  why  not  the  upper  one  too  1  If  Dr  Helme  wishes 
to  criticise,  he  should  certainly  criticise  the  diminution  in  area  theory. 

The  fact  is  that  Dr  Helme  has  made  a  perfectly  simple  case  com- 
plicated. The  explanation  I  would  give  is  as  follows : — During  the 
relaxations  following  the  pains,  the  lower  placenta  and  lower  part  of  the 

1  Dr  Helme  has  further  misunderstood  my  view.  During  the  normal  third  stage  I  consider  that 
the  placenta  does  not  follow  up  the  expansion  of  its  site  following  a  pain  ;  but  I  do  not  assert  that 
the  absence  of  blood  in  the  fretal  portion  is  one  of  the  factors.  It  is  the  absence  of  the  active  foetal 
circulation  due  to  the  fcetal  heart.  Every  one  knows  that  the  cord  may  be  tied  immediately  after 
birth  witho\it  materially  hindering  the  third  stage,  and  therefore  Dr  Helme's  criticism,  besides 
being  erroneous  on  this  point,  is  unnecessary. 
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upper  placenta  became  separated.  As  during  the  third  stage,  relaxation 
was  so  prominent  and  contraction  so  feeble,  I  am  indeed  disappointed 
not  to  have  had  Dr  Helme's  support  instead  of  his  adverse  opinion. 
The  part  of  the  placenta  not  separated  was  the  part  adherent ;  for, 
whatever  may  be  said  to  the  contrary,  a  placenta  separated  manually  is 
an  adherent  placenta,  and  Dr  Helme  knows  his  work  too  well  to 
separate  manually  a  non-adherent  placenta.  The  two  placentae  at  a 
certain  stage  were,  therefore,  exactly  analogous  to  an  ordinary  placenta 
with  its  lower  part  separated  and  its  upper  adherent.  The  expulsion 
of  the  lower  one  would  not  have  occurred  had  the  placenta  been  a 
single  one. 

II.   Cases  where  the  Placenta  is  separated  and  expelled  in  a 
Single  Birth  before  the  Child  is  born. 

This  so-called  prolapsus  place;at£e  is  one  of  the  most  remarkable 
phenomena  connected  with  labour.  That  the  normally  situated  placenta 
with  its  membranes  should  be  expelled  entire  without  haemorrhage,  and 
before  the  child  is  born,  in  a  full  time  labour,  seems  incredible ;  yet 
fully  authenticated  cases  have  been  noted,  and  place  the  matter  beyond 
doubt.  In  a  recent  paper,  Miinchmeyer  gives  the  history  of  the  known 
cases,  and  describes  with  valuable  details  occurring  in  the 

Dresden  Klinik.  His  case,  so  far  as  it  bears  on  the  present  question,  is 
briefly  as  follows: — ^The  patient  had  a  deformed  pelvis  (rachitic  and 
universally  contracted  :  c.v.,  3-3i  inches).  She  was  in  labour  for  some 
time,  and  at  2  a.m.  the  fcetal  heart-sounds  were  not  heard.  Five  and  a 
half  hours  after  this  the  placenta  and  membranes  presented  at  the  vulva, 
and  were  removed  intact.  The  child  was  turned,  and  born  with  great 
difficulty. 

The  question  to  be  settled  here  is  Avhether  the  dead  child  was  the 
result  or  cause  of  the  premature  separation  of  the  placenta.  That 
neither  blood  effusion  nor  diminution  of  area  caused  the  placental 
separation  is  evident.  I  would  urge  that  the  placental  separation  and 
expulsion  in  cases  like  Miinchmeyer's  are  brought  about  as  follows : — 
As  the  result  of  the  prolonged  labour  the  child  dies ;  this  cuts  off  the 
foetal  circulation.  The  intervillous  circulation  is  also  diminished  by 
prolonged  uterine  retraction,  and  thus  we  have  the  placenta  prevented 
from  following  up  the  expansion  of  its  site  after  the  pain  dies  off,  i.e.,  we 
get  a  disproportion  between  the  placental  site  and  placental  area,  and 
separation  as  the  result.  The  conditions  are  the  same  as  in  the  normal 
third  stage,  except  that  the  intervillous  circulation  is  less  diminished. 
The  length  of  the  labour  after  the  child  is  dead  is  of  importance,  as  this 
means  more  marked  uterine  retraction  and  greater  diminution  of  the 
intervillous  circulation. 

It  will  be  advisable,  in  conclusion,  to  restate  my  views  on  the  subject 
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of  the  separation  of  placenta  and  membranes,  s6  as  to  give  definiteness 
to  the  discussion.  I  hold  that  the  placenta  does  not  separate  as  the 
result  of  diminution  of  area  of  the  placental  site.  In  order  to  get 
separation  there  must  be  a  disproportion  between  placental  site  and 
placental  area.    In  placenta  previa  the  expansion  in  area  of  the  lower 


Fig.  32. 

Third  Stage  Uterus  with  Placenta  attached.— Note  shcape  of  placenta  and  uterine  cavity. 


uterine  segment  not  being  participated  in  by  placenta,  gives  the 
necessary  disproportion.  lu  the  third  stage  the  disproportion  is  brought 
about  as  follows  : — 

1.  The  placental  site  increases  slightly  as  the  pain  dies  off. 

2.  The  placenta  does  not  respond  to  this,  as  its  foetal  and  intervillous 
circulation  are  cut  off. 
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I  may  add  that  no  area  of  diminution  is  necessary  for  separation,  but 
merely  disproportion  between  the  placental  site  and  area. 


I- 


Fig.  33. 

Verticai,  Mesial  Section  of  Fig.  32.— Note  separation  of  lower  part. 


CHAPTER  XIY. 


PLACENTA  PR^VIA.i 

jVIr  President  and  Gentlemen  !  it  needs  no  words  of  mine  to  picture 
to  you  the  importance  to  human  life  of  placenta  prgevia.  In  a  complica- 
tion where  the  lives  of  both  mother  and  child  are  so  seriously  threatened 
there  is  certainly  occasion  enough  for  the  most  serious  attention  of  all 
in  our  branch  of  the  profession ;  and  such  attention  and  mutual  com- 
parison of  our  international  knowledge  will,  I  rest  assured,  not  be  want- 
ing at  our  Congress  to-day. 

In  bringing  such  a  subject  before  you,  my  first  thought  is  "  How  best 
to  do  it  ? "  Surely,  by  considering  what  facts  we  really  know,  and  what 
treatment  these  facts  indicate. 

At  the  very  threshold  of  our  subject,  then,  we  are  met  with  the 
qviestion — 

What  is  Placenta  prgevia?  Placenta  praevia  may  be  defined  as 
the  attachment  of  part  of  the  placenta  within  a  certain  distance  from 
the  OS  internum,  or  its  attachment  to  that  part  of  the  uterus  proper 
{i.e.  the  uterus  excluding  the  cervical  canal),  which  becomes  stretched  and 
expanded  during  labour.  These  definitions  require  some  explanation, 
and  we  take  the  second  or  functional  definition  first  for  a  special 
reason. 

The  results  of  the  frozen  sectional  anatomy  of  women  who  have  died 
in  labour  have  shown  us  that  the  uterus  proper  is  divided  into  two 
markedly  contrasted  portions  by  the  retraction  ring.  All  above  the 
retraction  ring  is  active  during  labour,  while  a  certain  portion  of  the 
developed  canal  below  this  riiig  is  the  passively  dilated  lower  uterine 
segment.  Where  the  lower  limit  of  this  meets  the  upper  limit  of  the 
cei-vical  canal  it  is  difficult  to  say,  although  Chiari's  section  gives  some 
help  in  settling  this  question  by  the  upper  limits  of  the  arbor  vitfe. 

In  post-partum  uteri  of  the  first  12  hours  we  can  note  distinctly  that 
the  passively  stretched  portion  below  the  retraction  ring  is  divided 
almost  equally  between  lower  uterine  segment  and  cervical  canal.  We 
can  thus  define  placenta  prtevia  as  the  attachment  of  part  of  the  placenta 
mch  that  It  hes  on  a  part  of  the  uterine  wall  proper  ivhose  upper  boundary 
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during  labour  is  the  retraction  ring.  As  this  part  becomes  expanded 
during  labour,  this  is  merely  the  old  definition  of  Rigby  expressed  in 
terms  of  modern  anatomy. 

We  have  now,  however,  to  face  a  more  difficult  question,  viz. — "What 
portion  of  the  uterus  at  the  end  of  pregnancy  con-esponds  to  the  part  of 
the  uterus  Avhich  during  labour  is  bounded  above  by  the  retraction 
ring?"  The  answer  is  "  the  lower  uterine  segment,"  and  I  have  now  to 
define  this  important  portion  of  the  full-time  pregnant  uterus.  The 
lower  uterine  segment  is  a  hemispheroidal  portion  of  the  uterus  with  the 
OS  internum  as  its  lowest  point  and  its  upper  limit  about  2\-?>^  inches 
along  the  walls  from  that.  The  characteristics  of  the  lower  uterine 
segment  are  usually  given  as  (1)  looseness  of  its  peritoneal  covering; 
(2)  separability  of  its  lamellee  ;  (3)  presence  of  a  vein  at  the  upper 
margin  ;  (4)  greater  thinness  as  compared  with  the  upper  portion  of  the 
utedne  wall.    {v.  PL  XII.  fig.  4.) 

None  of  these  distinctions  is  satisfactory  in  every  case.  The  looseness 
of  peritoneum  is  best  marked  in  front,  not  so  well  behind ;  the  upper 
limit  varies,  and  the  vein  is  not  always  present  behind  and  sometimes 
not  in  front.  For  practical  purposes  we  can  accept  however  this 
hemispheroidal  portion  of  the  uterus  as  a  special  segment,  and  thus  get 
the  shortest  and  best  definition  of  placenta  prsevia,  viz.,  "  insertion  of 
part  of  the  placenta  in  more  or  less  of  the  lower  uterine  segment." 

Recently  Hofmeier  has  published  an  account  of  a  four  months' 
pregnant  uterus  with  apparent  placenta  prsevia,  where  the  praevial  part 
of  the  placenta  was  developed  over  the  reflexa  which  had  not  yet  become 
adherent  to  the  vera.  Kaltenbach  has  proposed,  indeed,  a  definition  of 
placenta  prsevia  based  on  Hofmeier's  specimen  and  others  described  by 
himself,  viz.,  that  the  placenta  is  pra3via  when  inserted  over  the  lower 
pole  of  the  reflexa.  This  definition  has  indeed  been  accepted  by 
Olshausen  in  the  last  edition  of  Schroeder's  well-known  Text-book  of 
Midwifery  (eighth  edition),  so  that  the  new  view  has  the  support  of  those 
whose  opinion  carries  great  weight. 

This  raises  an  important  practical  question,  and  also  one  of  great 
scientific  interest.    No  early  ovum  has  been  found  without  the  reflexa 
coverino-  it     The  reflexa  is  practically  an  extension  of  the  serotma  over 
the  ovum,  and  its  edges  in  early  pregnancy  are  thick  and  with  many 
villi  attached.    In  a  specimen  of  a  six  weeks'  pregnancy  which  I 
examined  carefully  with  the  help  of  my  assistant,  Dr  Lovell  Gulland 
the  reflexa  is  about  ith  inch  at  its  junction  with  the  serotma,  and 
o-radually  thins  as  it  passes  up  from  this  point  to  about  ^Vtli-    In  many 
Specimens  of  two  months'  pregnancy  the  villi  have  been  found  1 
developed  over  the  lower  pole  of  the  reflexa  (Hofmeiei^  Kaltenbach), 
while  in  a  specimen  of  a  four  months  pregnancy  of  which  I  s^ow  a 
drawing,  the  placenta  was  still  quite  evident  over  the  lower  end  of  the 
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reflexa.  I  may  briefly  state  here  the  view  I  take  of  the  reflexa.  I 
consider  the  human  ovum  as  an  embedded  one — -one  implanted  in  the 
decidua — the  decidua  serotina  thus  consisting  of  a  deep  portion  next  the 
uterine  wall  and  a  superficial  portion — the  decidua  reflexa.  This 
embedding  of  the  pregnant  ovum  is  found  only  in  mammals  high  in  the 
scale,  e.g.,  in  the  insectivora.  In  the  hedgehog,  for  instance,  Hubrecht 
has  shown  that  the  impregnated  ovum  when  it  comes  in  contact  with 


Fig.  34. 

Cervix  and  Lower  Part  of  Uterus  (4tii  month);  Reflexa  and  Amnion  hooked  up  to 

SHOW  Reflexar  Placenta. 
o.e.,  Os  externum  ;  o.i.  Os  intermm,  ;  iJ.j)^.,  Reflexa  placenta;        Placenta;  am..  Amnion  -  ch 
Chorion;  Z)./{.,  Decidua  reflexa  ;  Decidua  vera. 

the  serotina  or  tropho-spongia,  apparently  destroys  the  epithelium  and 
is  soon  sunk  into  the  trapho-spongia,  which  then  closes  over  it  and  gives 
it  thus  a  reflexa.  How  the  reflexa  forms  in  the  human  female  is  not 
known,  but  I  incline  to  the  belief  that  it  either  occurs  as  in  the  hedo-e- 
hog,  or  that  the  human  ovum  grafts  itself  on  a  portion  of  the 
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serotina  denuded  of  epithelium  and  that  the  serotina  completes  itself 
over  it. 

Where  the  so-called  reflexa  meets  the  serotina  proper  we  get  the  villi 


Fig.  35. 

As  in  Fig.  34.    R.sp.,  Linear  space  between  reflexa  and  vera. 

at  first  remaining  well  developed,  their  development  being  less  marked 
as  we  pass  towards  the  highest  point  of  the  reflexa.  The  drawings  I 
show  illustrate  this  well,  the  development  of  villi  on  the  reflexa  being 
quite  considerable. 
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•  This  growth  of  villi  on  reflexa  is  not  persistent  ,and  ultimately  wc  get 
an  atrophy  of  what  one  might  term  the  rcflexar  placenta.  This  happens 
partly  from  the  fact  that  the  blood  nourishment  to  the  reflexa  is  much 
less  than  that  to  the  serotina  proper,  and  also  to  an  active  property  of 
the  villi  recently  indicated  in  a  paper  on  the  placenta  by  Dr  Gulland 
and  myself.  Where  the  tips  of  the  villi  touch  the  serotina  proper  one 
can  see  a  band  of  condensed  and  degenerated  tissue  due  to  an  active  and 
apparently  phagocytic  action  of  the  villi.    This  enables  us  to  under- 


J  V.J. 


Fig.  36. 

stand  how  the  reflexar  placenta  atrophies  as  pregnancy  goes  on  and 
ultimately  the  part  of  the  reflexa  over  the  os  internum  may  remain  only 
as  a  thick  part  of  the  membranes  at  the  edge  of  the  placenta  proper 
This  process  of  degeneration  and  thinning  of  the  reflexa  placenta  is  well 
seen  in  my  specimen  of  a  four  months'  pregnancy. 

T  must  now  state  the  view  I  advocate  for  the  occurrence  of  placenta 
previa.  It  is  that  of  primary  implantation  of  the  impregnated  ovum 
bw  down  or  even  over  the  os  internum.  The  forcible  objection  that 
Kaltenbach  urges  against  this  view  seems  to  me  not  quite  valid.  He 
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holds  that  the  small  ovum  would  pass  into  the  cervical  canal  and  be 
lost.  We  must  remember,  however,  that  the  hypertrophied  and  folded 
decidua  there  will  practically  obliterate  the  os  internum  and  thus 
implantation  over  it  naay  happen.  But  why  should  such  a  low  implanta- 
tion happen  1  We  only  know  that  it  is  more  apt  to  occur  in  cases  where 
the  mucous  membrane  has  been  unhealthy.  The  hypothesis  I  would 
advance,  but  merely  as  an  hypothesis,  is  that  the  human  ovum  can  only 


.<Lv. 


Fig  37. 

o.i.,  Os  internum. 

graft  on  a  surface  denuded  of  epithelium  and  that  thus  it  does  not  graft 
in  the  Fallopian  tube,  but  in  some  part  of  the  uterine  cavity  where  the 
epithelium  has  been  removed  by  menstruation.  If  then  the  ovum  does 
not  meet  with  the  connective-tissue  surface  until  it  has  passed  low  down 
in  the  uterine  cavity  some  form  of  placenta  previa  will  happen.  _ 

Placenta  preevia  is  thus  primary  implantation  of  the  ovum  m  the 
lower  uterine  segment.    The  valuable  contributions  of  Hofmeier  and 
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Kaltenbacli  do  not  seem  to  me,  as  yet,  to  have  shaken  the  orthodox  view 
1  have  taken  on  me  to  defend,  but  there  is  no  doubt  that  all  specimens 
must  be  carefully  scrutinised  from  their  point  of  view. 

What  is  it,  then,  that  makes  this  condition  of  placenta  so  dangerous 
to  mother  and  child  %  The  answer  of  course  is,  the  haemorrhage,  and 
thus  I  therefore  take  up  now — 

I.  The  Special  Microscopical  Anatomy  of  the  Placenta  when 

ATTACHED  TO  THE   LoWER  UtERINE  SEGMENT. 

II.  The  Cause  op  the  Separation  op  the  Pr^evial  Portion. 


Fro.  38. 

Section  through  the  edge  of  the  Placenta  and  Decidua  in  a  Fodr  Months'  Human 
Peegnancy.  d.v.c.  Compact  layer  of  the  ileoidua  vera;  d.v.i.,  Spongy  layer  of  the  decidua 
vera  ;  other  letters  as  in  Fig.  36.    (Specimen  from  Pig.  37.) 


I.  The  Special  Microscopical  Anatomy  of  the  Placenta  when 
attached  to  the  Lower  Uterine  Segment,  so  par  as  it  bears  on 
Separation  of  the  Placenta  and  Bleeding.— This  description  is 
based  on  an  examination  of  several  specimens  of  pregnancy,  but  specially 
on  a  four  months'  pregnancy,  where  the  lower  edge  of  the  placenta  was 
within  an  inch  of  the  os  internum.  The  reflexa  did  not  take  any  special 
part  in  the  formation  of  the  prtevial  portion  in  this  case,  although  the 
great  thickening  of  the  decidua  vera  between  the  lower  placental  edge 
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and  the  os  internum  gave  a  condition  likely  to  favoiir  the  formation  of 
a  rcflexar  placenta. 

The  parts  specially  to  be  noted  are — (1)  the  muscular  wall ;  (2)  the 
spongy  layer  ;  (3)  the  large-celled  layer  ivith  its  intimate  union  to  the  tips 
of  the  villi  ;  (4)  the  blood  supply. 

(!)  The  Muscular  Wall  of  the  lower  Uterine  Segment  is  characterised 
anatomically  by  the  longitudinal  direction  of  its  fibres,  and  functionally 
by  its  property  of  passive  distention,  and  has  been  already  sufficiently 
alluded  to  (v.  p.  126). 

(2)  The  Spongy  Layer  is  very  well  marked  in  early  pregnancy,  but  is 
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Fig.  39. 

Section  through  the  edge  of  the  Placenta  and  Decidua  of  a  Six  Months'  Human 
Pbegnancy.    S.M.  Sinus  of  Meckel  into  which  villi  project ;  other  letters  as  in  J!ig.  db. 

less  broad  in  advanced  uteri.  At  all  stages  of  pregnancy  it  is  well 
marked,  is  now  known  to  be  formed  by  the  fundi  of  the  dilated  uterine 
glands,  and  is  of  the  highest  importance  as  being  the  layer  ivhere  separation 
of  the  placenta  takes  place. 

(3)  The  large-celled  Layer  with  its  intimate  Union  to  the  Tips  of  the  Villi.— 
At  this  part  of  the  placental  section  we  note  an  intimate  union  of  the 
villi  with  the  large-celled  serotinal  layer.  This  has  been  already  alluded  to, 
but  is  here  of  importance  owing  to  its  preventing  separation  at  this  level. 
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(4)  The  Blood-supply  in  the  Region  of  the  loiuer  Uterine  Segment. — On 
this  question  of  the  blood-supply  to  the  placenta  wo  have  much  material ; 
and  now,  thanks  to  the  work  of  John  Hunter,  Farre,  Sir  William  Turner, 
Waldeyer,  Bumm,  Hofmeier  and  others,  we  have  accui-ate  and  valuable 
information  on  this  necessary  point.  The  blood-supply  to  the  lower 
uterine  segment  and  maternal  portion  of  placenta  when  attached  there, 
is  derived  from  the  uterine  artery  and  mainly  from  a  branch  of  it  which 
first  passes  through  the  retracting  portion  of  the  uterus.  The  curling 
arteries  pour  their  blood  into  the  intervillous  spaces,  while  by  Meckel's 
sinus,  and  veins  usually  lying  in  the  cotyledonary  substance,  it  passes 
back  through  the  uterine  wall  to  the  maternal  circulation. 

The  special  facts  concerning  us,  however,  are — (a)  What  is  the  con- 
dition of  the  walls  of  the  blood-vessels  at  the  line  of  separation,  i.e.,  at 
the  spongy  layer  1  (b)  What  is  the  source  of  the  bleeding  1  To  the 
first  query  we  answer  that  the  walls  of  the  blood-vessels,  both  arteries 
and  veins,  at  the  plane  of  separation  are  thin-tvalled,  and  thus  tear  through 
easily.  On  this  point  Farre  and  Waldeyer  are  very  clear,  and  my 
specimens  quite  support  their  view.  One  thing  also  to  be  kept  in  mind 
specially,  is  the  abundant  venous  supply  of  the  lower  uterine  segment  in 
placenta  prsevia,  and  the  drawing  of  a  vertical  mesial  section  of  the 
uterus  from  a  patient  with  central  placenta  prsevia  who  died  from 
pneumonia  on  the  fifth  day  after  labour  illustrates  this  point  completely. 

The  source  of  the  haemorrhage  is  therefore  mainly  the  torn  thin-walled 
maternal  vessels  in  the  spongy  layer  of  the  serotina.  Any  other  source, 
such  as  Meckel's  sinus,  is  insignificant. 

It  follows  from  all  that  I  have  said  that  the  arrest  of  haemorrhage  in 
placenta  prsevia  is  due  to  collapse  of  the  torn  thin-walled  vessels  and  to 
pressure.  The  musculature  in  the  lower  uterine  segment  has  no  active 
retracting  power,  although  uterine  retraction  can  influence  the  main 
arterial  supply  to  the  lower  uterine  segment  for  the  reason  already 
given. 

II.  The  Cause  of  the  Separation  of  the  PRiEviAL  Portion  of 
THE  Placenta. — This  was  first  indicated  by  Matthews  Duncan  of 
Edinburgh  and  London,  and  is,  with  some  additions  briefly,  as  follows  : — 
The  hemispheroidal  lower  uterine  segment  of  the  full  time  pregnant 
uterus  becomes  converted  during  labour  into  a  tubular  canal :  has  its 
superficial  area  increased  and  has  special  transverse  stretching  most 
marked  the  nearer  the  part  is  to  the  lower  uterine  segment.  The 
portion  of  the  placenta  attached  to  the  lower  uterine  segment  does  not 
equally  stretch,  and  thus  the  filaments  of  the  spongy  layer  become  torn, 
i.e.,  the  prsevial  portion  of  the  placenta  becomes  separated.  From  the 
torn  blood-vessels  we  get  what  is  known  as  unavoidable  haemorrhage. 
This  mechanism  is  held  by  all  as  that  occurring  in  labour  in  placenta 
praevia  of  full  time. 
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Can  we  give  any  more  exact  data?  What  we  want  to  know  is  (1) 
The  snperficial  area  of  the  lower  uterine  segment  at  full  time  :  (2)  The 
superficial  area  of  the  tubular  canal  into  which  it  becomes  converted 
when  the  lower  uterine  segment  is  fully  canalised.  These  data  un- 
fortunately are  not  yet  obtained,  as  a  plaster  cast  of  the  cavity  of  a 
full-time  uterus  has  not  yet  been  made.  We  have,  fortunately,  casts  of 
the  eighth  month's  uterus  and  of  the  developed  genital  canal  near  the 
end  of  the  second  stage.  These  casts  my  friends  Drs  Barbour  and 
Webster  have  placed  at  my  disposal  and  I  have  utilised  them  as 
follows : — 

On  the  cast  of  the  eight  months  pregnant  uterus,  I  marked  off  the 
lower  uterine  segment  approximately  as  lying  within  2i  in.  or  6|-  cm. 
from  the  os  internum.  This  hcmispheroidal  portion  was  covered  with 
paper  and  the  paper  flattened  out,  measured.  The  area  was  15  sq. 
inches. 

In  the  developed  lower  uterine  segment  (with  probably  part  of  the 
cervical  canal)  I  found  the  area,  taken  in  the  same  way  to  be  37"75  sq. 
inches. 

These  data  are  imperfect,  as  the  pregnant  uterus  was  an  eighth 
month's  one,  and  Barbour  and  Webster  were  imable  to  fix  definitely  the 
lower  limits  of  the  lower  uterine  segment  in  the  labour  one.  The 
measurements  do  not  however  exaggerate  the  amount  of  expansion  of 
the  lower  uterine  segment  during  labour  but  fall  short  of  it,  inasmuch 
as  the  canalised  part  is  considerably  stretched  during  the  pains.  I  hope 
that  subsequent  observers  will  by  plaster  casts  give  us  fuller  and  more 
exact  data. 

HEemorrhage,  however,  in  placenta  prsevia  often  comes  on  at  the 
seventh  or  eighth  month,  and  many,  especially  Bayer,  have  attempted 
to  explain  this  on  the  theory  that  the  taking  up  of  the  supravaginal 
portion  of  the  cervix  into  the  uterus  causes  the  separation  of  the 
placenta  and  the  heemorrhage.  I  am  not  inclined  to  accept  this  view, 
but  the  question  is  complex  and  must  be  considered  as  still  suh  lite  so 
far  as  htemorrhage  at  the  seventh  month  or  so  is  concerned.  The  con- 
dition of  the  edge  of  the  placenta  in  such  cases,  viz.  its  somewhat 
atrophied  condition,  is  still  open  to  investigation,  especially  from  the 
point  of  view  of  the  persistence  of  the  reflexa. 

Placenta  preevia  in  all  its  aspects  is  no  new  thing  in  labour.  At  the 
end  of  pregnancy  we  have,  normally,  the  membranes  lining  the  lower 
Titerine  segment,  i.e.  we  have  the  preevial  membranes.  These  in  normal 
labour  become  separated  up  to  the  retraction  ring  and  give  the  slight 
tinging  hjemorrhage  so  indicative  of  first  stage  pains.  In  the  first 
stage  of  abortion  at  the  second  month  we  get  the  thickened  decidua 
vera  in  the  lower  segment  also  separated,  and  thus  the  more  abundant 
bleeding  of  early  miscarriage.    In  placenta  prsevia  we  get  the  pra;vial 
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portion  of  the  placenta  separated  from  the  morbidly  vascular  lower 
segment,  and  thus  a  hemorrhage  tremendously  exaggerated  as  compared 
with  the  trifling  diagnostic  haemorrhage  of  early  normal  labour. 

I  have  now  finally  to  take  up  the  great  question  of  Treatment. 

It  would  be  impossible  to  do  more  than  indicate  the  leading  principles 
which  should  guide  one  in  such  cases. 

It  is  evident  from  the  preliminary  anatomical  and  physiological  facts 
I  have  laid  before  you,  that  the  hsemorrhage  can  best  be  arrested  by 
pressure  and  that  one  should  certainly  use  a  form  of  pressure  which 
also  canalises  the  lower  uterine  segment  and  cervical  canal.  These  are, 
however,  not  the  only  principles  for  guidance  one  must  rely  on.  In 
any  treatment  the  antiseptic  method  must  be  carried  out  with  the 
strictest  care  and  thus  any  prolonged  form  of  treatment  will  put  greater 
risks  of  failure  in  this  most  important  feature  of  all  obstetric  operations. 
A  last  guiding  point  is  that  we  are  too  apt  to  forget  that  the  largest 
number  of  placenta  prsevia  cases  must  be  treated  by  the  general  practi- 
tioner who  looks  to  the  specialist  for  guidance  as  to  the  simplest  and 
safest  method  of  treatment. 

I  am  convinced  that  the  plan  of  treatment  most  available  in  the 
majority  of  cases  is  the  bipolar  version  of  Braxton  Hicks,  performed  as 
early  as  the  dilatation  or  dilatability  of  the  maternal  passages  allows, 
with  subsequent  rapid  or  slow  delivery  of  the  child  as  the  case  may 
demand.  The  advantages  of  this  method  of  treatment  are;  (1)  that  it 
can  be  performed  even  with  slight  dilatation  of  the  cervical  canal ;  (2) 
that  it  absolutely  checks  h{Bmorrhage ;  (3)  that  the  limbs  and  breech 
drawn  down  dilate  the  mother's  canals ;  (4)  that  it  does  not  perceptibly 
increase  the  mother's  risks ;  (5)  that  only  in  cases  of  rigidity  of  the 
maternal  parts  or  prolapse  of  the  cord  it  diminishes  the  chance  of  the 
child's  life  ;  (6)  that  it  permits  of  thorough  antisepsis  :  (7)  that  it  leads 
to  no  delay  in  urgent  cases  and  requires  no  special  armamentarium. 
This  treatment  I  advocate  unless  in  those  slight  cases  where  rupture 
of  the  membranes  is  sufficient. 

I  do  not  exclude  dogmatically  other  forms  of  treatment.  The  tam- 
ponnade  of  the  vagina  until  cervical  dilatation  is  sufficient  to  allow  of 
version  has  given  good  results  in  the  hands  of  many.  Of  the  separation 
of  the  placenta  from  the  lower  uterine  segment  as  recommended  by  an 
eminent  authority,  Dr  Barnes,  I  have  no  personal  experience,  and  so 
far  as  I  know  no  sufficient  basis  has  as  yet  been  brought  forward  to 
recommend  its  employment. 

Practically  speaking  we  must  always  rely  on  early  version  and 
judicious  delivery.  This  will  give  the  best  results  in  multi parte.  The 
difficult  cases  are  in  elderly  primiparte  or  in  those  where  the  placenta 
occupies  nearly  the  whole  of  the  lower  uterine  segment  (central).  In 
the  first  named  one  gets  great  help  from  the  use  of  india-rubber  dilators 
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(Keillor,  Barnes,  and  others)  passed  into  the  cervix  and  followed  by 
version  as  soon  as  possible,  the  labour  being  then  left  to  go  on  as  above 
indicated.  In  the  so-called  central  placenta  prajvia  it  is  best  to  perforate 
the  placenta,  bring  down  a  foot,  and  leave  the  labour  to  go  on  slowly  or 
not  as  may  seem  best. 

We  must  not  aim  at  too  much.  The  mother's  life  is  first,  the  child's 
second.  One  must  therefore  not  spend  too  long  in  dilating  with  dilators, 
as  that  may  cause  great  blood  loss  ;  nor  extract  too  rapidly,  as  we  thus 
get  laceration  of  the  mother  and  additional  haemorrhage. 

After  the  question  of  version,  the  next  most  important  is  that  of 
stimulation.  We  are  often  summoned  when  much  blood  has  been  lost, 
and  stimulation  imperative.  For  such  stimulation,  nothing  is  better 
than  hypodermics  of  sulphuric  ether  and  autotransfusion.  I  would 
specially  recommend  subcutaneous  saline  transfusion  with  the  apparatus 
of  Miinchmeyer.  It  is  simple  and  effective,  and,  above  -all,  is  no  last 
resort.  To  my  mind  its  great  value  is  that  it  can  be  used  in  advance  of 
urgent  indications,  can  be  safely  trusted  even  to  the  inexperienced  and 
young  practitioner,  and  does  not  require  those  absolute  indications 
necessary  for  venous  transfusion.  Above  all,  it  is  a  practitioner's 
remedy — one  that  from  its  simplicity  can  be  improvised  readily  with  a 
simple  funnel,  a  piece  of  tubing,  and  the  ordinary  hollow  needle  of  an 
aspiratory  case.  Sterilisation  of  the  apparatus  is  easy,  and  the  salt 
solution  at  100°  F.  can  be  readily  prepared  in  the  proportion  of  one  tea- 
spoonful  of  salt  to  the  pint.  I  have  repeatedly  used  it  with  great 
benefit,  and  in  my  maternity  service  it  is  always  employed  in  placenta 
prsevia  cases,  even  where  the  loss  of  blood  has  not  been  too  great. 

This  seems  to  me  an  important  point — the  fact  that  by  it  we  can,  in 
advance  of  serious  indications  as  it  were,  increase  markedly  the  bulk  of 
the  maternal  blood. 

Even  when  delivery  is  completed  the  obstetrician's  anxiety  is  not 
finished,  and  careful  watch  must  be  kept  against  post-partum  haemor- 
rhage. As  this  most  often  comes  from  the  lacerated  cervix,  reliance 
must  be  made  on  pressure  with  the  fingers,  or  when  necessary  the 
lacerated  lips  may  be  stitched.  If  the  haemorrhage  comes  from  the 
lower  uterine  segment,  Duhi'ssen's  iodoform  tampon  should  have  a  fair 
trial. 


CHAPTER  XV. 


THE  ANATOMY  AND  MECHANISM  OP  EARLY 

ABORTION. 

This  subject,  especially  the  mechanism,  has  as  yet  attracted  very  little 
attention.  Through  the  kindness  of  Dr  Bruce,  I  have  had  several 
aborting  uteri  to  examine,  and  these  will  form  the  basis  of  the  present 
communication.    The  specimens  are  five  in  number,  and  comprise — 

(1)  Six  to  eight  tveeks  pregnant  uterus  in  first  stage  of  abortion. 

(2)  Uterus,  with  greater  part  of  membranes  still  adherent  to  fundus. 

(3)  Uterus,  with  incomplete  abortion. 

(4)  and  (5)  Uteri  after  abortion. 

As  the  first  was  a  unique  and  very  valuable  specimen,  it  was 
examined  specially,  and  entire  sections  made  by  means  of  the  celloidin 
process,  so  as  to  keep  everything  in  situ.  These  sections  were  very 
successful.  The  other  specimens  were  utilised  chiefly  to  show  the 
anatomy  of  the  lower  uterine  segment. 

I  purpose  considering  the  subject  of  this  paper  under  the  following 
heads  : — 

I.  The  Gross  Anatomy  of  the  Uterus  of  Early  Pregnancy. 
II.  The  Descriptive  Anatomy  of  the  Early  Aborting  Uterus 

in  its  Pirst  Stages. 
III.  The  Mechanism  of  Abortion. 

I.  The  Geoss  Anatomy  op  the  Uterus  of  Early  Pregnancy. 

If  we  take  the  two  months  uterus^  as  our  specimen,  it  will  be  found 
that  it  is  made  up  of  the  cervical  canal  and  body  proper,  the  former  being 
about  U  inches  long,  the  latter  3  inches  in  a  straight  line  from  os 
internum  to  fundus.  Its  antero-posterior  depth,  at  its  greatest,  is  nearly 
2f  inches.  Inside  we  have  the  early  fostus  lying  in  the  amniotic  cavity, 
and  both  domed  in  by  the  decidua  reflexa,  which  has  not,  as  yet,  blended 
with  the  decidua  vera  (v.  fig.  2). 

The  lower  uterine  segment  has  not  as  yet  been  sufficiently  studied  in 

'  These  measurements  are  based  on  three  of  these  specimens  prepared  by  Braune,  Hofmeier,  and 
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early  pregnancy.  As  we  shall  see,  it  is  well  marked  as  the  result  of 
uterine  action  in  the  aborting  uterus,  and  therefore  investigation  on  its 
conditions  in  early  pregnancy  is  urgently  needed.  In  Hofmeier's 
specimen  he  notes  that  the  part  of  the  anterior  uterine  wall,  with  loose 
peritoneum,  is  nearly  an  inch  in  extent. 

In  all  but  one  of  the  specimens  examined,  the  serotina  is  relatively 
large,  and  the  placenta  has  developed  to  a  small  extent  on  the  beginning 
of  the  reflexa.-*- 

There  is  thus  in  the  early  pregnant  uterus  a  portion  not  entirely 
attached,  viz.,  the  part  covered  by  the  reflexa,  its  only  attachment  to 
the  uterus  being  by  the  broad-based  serotina. 

In  the  deep  layer  of  the  serotina,  and  also  in  the  vera,  there  is  a  well- 
marked  spongy  layer  next  the  uterine  wall,  and  it  is  here  that  we  have 
the  line  of  separation  during  abortion. 

II.  The  Descriptive  Anatomy  of  the  Eaely  Aborting  Uterus  in 

ITS  First  Stages. 

The  special  specimen  I  wish  first  to  describe  is  an  entire  two  months 
uterus  in  the  first  stage  of  abortion.  Dr  Bruce  had  laid  it  open  by  a 
longitudinal  incision  through  the  posterior  wall ;  the  incision  had  gone 
through  the  muscular  wall  and  decidua  vera,  and  laid  open  the  cervical 
canal  fully.  One  can  see  (fig.  1)  a  polypoid  swelling  in  the  lower  uterine 
segment  and  cervical  canal,  with  a  fringe  of  tissue  surrounding  its  neck. 
This  fringe  is  the  portion  of  the  decidua  vera  separated  from  the  lower 
uterine  segment,  by  the  first  stage  action,  and  its  lower  edge  corresponds, 
or  nearly  so,  to  the  os  internum.  The  apparent  polypus  really  contains 
foetus  and  liquor  amnii,  covered  by  amnion  and  decidua  reflexa. 

The  whole  specimen  was  carefully  hardened,  prepared  in  celloidin,  and 
entire  sections  cut.  The  principal  one  is  an  entire  vertical  mesial 
section,  but  transverse  sections  were  also  made  to  ascertain  the  condition 
higher  up. 

The  description  of  the  vertical  mesial  section  is  as  follows : — It 
shows  the  anterior  uterine  wall,  with  bladder  attached,  and  ovum  with 
decidua  reflexa,  in  position.  The  uterine  wall  is  divided  into  two  parts 
by  the  peritoneal  investment.  Down  to  a  point  2  ins.  from  the  fundus 
the  peritoneum  is  firmly  adherent.  This,  therefore,  marks  distinctly  the 
retracting  portion  of  the  uterus.  At  this  point  the  attachment  of  the 
peritoneum  to  the  uterus  becomes  markedly  loose,  and  a  distinct  fold 
of  peritoneum  marks  the  change.  The  retracting  portion  has  an 
average  thickness  of  in.,  while  in  the  lower  uterine  segment  it  varies 
from  in.  to  -{'^  in.  The  decidua  vera  of  the  retracted  portion  is  still 
unseparated ;  over  the  lower  uterine  segment  it  has  become  detached. 
This  is  very  well  shown,  and  is  in  exact  agreement  with  what  is  known  of 

1  Specimens  by  Hof  meler. 


MECHANISM  OF  ABORTION. 
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full  time  labour  at  the  end  of  the  first  stage,  viz.,  the  membranes  (or 
placenta,  in  placenta  prsevia)  are  separated  from  the  lower  uterine 
segment,  but  attached  where  it  lies  above  this. 

What  has  happened  in  the  first  stage  of  this  abortion  is,  that  (1)  the 
lower  uterine  segment  has  been  expanded  transversely  and  longitudinally ; 
(2)  the  decidua  vera  has  been  separated  where  attached  to  the  lower 
uterine  segment ;  (3)  the  peritoneum  over  the  lower  uterine  segment 
has  had  its  connective  tissiie  union  with  the  uterus  slackened  and  made 
more  evident;  (4)  the  ovum,  covered  by  reflexa,  has  been  driven  down  into 
the  lower  uterine  segment  and  cervical  canal,  and  lies  there  like  a 
polypus,  the  neck  of  the  apparent  polypus  being  found  on  microscopic 
examination  to  be  placenta ;  (5)  the  bulk  of  the  retracting  portion  of 
the  uterus  has  greatly  diminished.  The  measurements  on  this  specimen 
are  as  follow : — From  fundus  to  upper  limit  of  lower  uterine  segment 
1|-  ins.  ;  from  upper  limit  of  lower  uterine  segment  to  os  externum 
^  ins. 

There  has  been  only  slight  elongation  of  lower  uterine  segment  and 
cervical  canal  in  a  vertical  direction,  the  chief  increase  being  thus  trans- 
versely. Cases  like  this  have  been  erroneously  described  as  cervical 
pregnancy,  but  such  a  form  of  pregnancy  is  an  impossibility. 

The  difference  in  thickness  between  lower  uterine  segment  and  body 
proper  is  quite  evident ;  whereas,  in  the  pregnant  uterus,  the  thickness 
of  the  wall  is  pretty  equal,  and,  if  anything,  is  greater  in  the  lower 
uterine  segment  (fig.  2). 


Two  Months  Pregnant 
Uterus. 

First  Stage  of  Abortion. 

Cervical    canal    and    lower  uterine 

Fundus  to  lower  iiterine  segment 
Antero-posterior  of  body 
Thickness  of  body  wall 
Thickness  of  lower  uterine  segment 

I  2  ins.  to  2^  ins. 

2  ins. 
2f  ins. 
A  to  A  in. 
A  to  it  in. 

25ins. 

2  ins. 
lA  ins. 
A  in. 
A  to  A  in. 

In  the  specimens  where  the  membranes  were  adherent  on  the  fundus, 
and  in  one  where  a  small  portion  was  still  adherent,  the  looseness  of 
peritoneum  over  the  anterior  portion  of  the  lower  uterine  segment  was 
very  apparent. 


III.  The  Mechanism  of  Abortion. 

"We  may  take  this  up  under  the  head  of— (a)  Normal  and  Complete; 
(6)  Abnormal. 

(a)  Normal  and  Complete.— Of  this  there  are  two  varieties  depending 
on  the  size  of  the  ovum  proper,  covered  by  the  reflexa.  When  this  is 
small  we  get  the  decidua}  separated  as  follows  :— In  the  first  stage  of 
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abortion  the  decidua  over  the  lower  uterine  segment  is  separated.  In 
the  later  stage  all  above  the  lower  uterine  segment  is  then  separated, 
and  the  whole  expelled.  This  mechanism  of  separation  I  do  not  discuss 
at  present,  as  it  is  the  same  as  in  normal  labour,  and  I  have  already 
considered  it.  The  line  of  separation  is  in  the  spongy  layer  of  the  vera 
and  serotina. 

The  second  variety  of  normal  mechanism  is  where,  in  addition  to  the 
early  separation  of  the  vera  over  the  lower  uterine  segment,  we  get  the 
ovum  proper,  covered  by  refiexa,  driven  down  into  the  cervical  canal,  but 
remaining  attached  above  to  the  decidua  over  the  retracting  muscle,  by 
an  apparent  neck.  The  rest  of  the  decidua  is  then  separated,  and  the 
whole  expelled. 

(6)  Abnormal. — We  may  get  the  following  variations  in  the  process, 
all  being  incomplete : — (1)  The  foetus  alone,  or  entire  ovum,  with  its 
chorion  may  be  expelled  through  the  refiexa.  The  deciduse  vera  et 
refiexa  are  retained  or  expelled  later ;  (2)  The  ovum  covered  by  refiexa 
may  be  expelled,  the  apparent  polypus  neck  having  been  snapped.  We 
thus  get  a  part  expelled  that  is  often  considered  by  the  practitioner  as 
the  entire  abortion.  He  sees  an  oval  sac  covered  by  decidua,  with 
amnion  below  this,  and  liquor  amuii  and  foetus  inside.  It  is  really  only 
the  ovum  proper  covered  by  refiexa,  and  the  decidua  vera  et  serotina,  in 
the  shape  of  a  sac,  are  still  in  utero. 

I  say  nothing  in  regard  to  treatment,  except  one  thing.  When  called 
on  to  interfere,  as  we  usually  are,  at  the  end  of  the  first  stage,  the  finger 
passed  into  the  cervical  canal  feels,  at  the  top  of  it,  a  portion  op 
DECIDUA  ALWAYS  SEPARATED  from  the  lower  uterine  segment.  This 
indicates  the  line  of  separation,  and  if  the  finger  be  passed  in  along  this 
plane,  the  entire  part  to  be  removed  can  be  bi-manually  separated  and 
expelled. 


EXPLANATION  OF  PLATES. 
Plates  XI.  and  XII. 

Fig.  1. — Early  alDorting  uterus  (end  of  first  stage).  The  posterior  AvaU  has  been  laid  open 
by  a  vertical  mesial  incision  passing  through  the  decidua  vera  (5). 

Fig.  2. — Early  pregnancy  (two  months).  The  \iterus  was  removed  for  cervical  cancer  : 
o.e.,  08  externum;  o.i.,  os  internum;  F.A.,  upper  limit  of  firm  attachment  of 
peritoneum  ;  ^3?.,  placenta  ;  d.v.,  decidua  vera  ;  d.r.,  decidua  refiexa.  (Hofmeier.) 

Fig.  3. — Vertical  mesial  section  of  early  aborting  uterus;  posterior  uterine  wall  not 
shown. 

Fig.  4.— Vertical  mesial  section  of  post-partum  uterus  (1st  day)  where  placenta  had 
been  prsevia.    (Margonal. ) 


Km.  2. 


PLATE  XII. 


CHAPTER  XVI. 


ON  THE  DILATATION  OF  THE  ANUS  AND  URETHRA 
RESULTING  FROM  NATURAL  LABOUR. 

The  brilliant  and  accurate  results  obtained  in  pregnancy  and  labour 
from  frozen  sectional  anatomy  have  somewhat  overshadowed  those 
gained  by  clinical  investigation.  In  reality,  however,  this  anatomical 
research  should  give  a  greater  impetus  to  clinical  work,  as  it  has  enabled 
us  to  correct  clinical  data,  to  alloAV  for  unavoidable  errors,  and,  finally, 
to  extend  the  necessarily  narrow  scope  of  the  view  given  by  sections  of 
a  frozen  cadaver.  In  a  clinical  investigation  based  on  accurate  measure- 
ment we  can  obtain  a  picture  of  consecutive  phenomena,  whereas  the 

view  given  by  a  section  is  necessarily  a  picture  of  only  one  phase,  

undeniably  accurate  and  precise  to  a  degree  unattainable  by  clinical 
work,  but  yet  limited  in  its  scope.  These  two  methods,  and  others 
based  on  them,  must,  in  fact,  go  hand  in  hand.  Each  has  its  special 
value,  its  special  defect,  and  we  must  supplement  and  correct  them  by 
careful  combination. 

To-night  I  wish  to  make  a  short  clinical  contribution  to  phenomena 
well  known  but  not  yet  accurately  described.  The  changes  in  the  anus 
when  the  head  is  passing  the  perineum  are  well  known  to  all,  while  less 
known  is  the  dilatation  the  urethra  is  subjected  to  during  labour.  We 
have  no  accurate  account  of  them,  and  no  precise  sketch.  I  thought  it 
would  be  of  value  to  know  the  maximum  distension  of  the  anus  and 
urethra  during  labour  as  a  preliminary  to  some  more  extended  observa- 
tions. The  measurements  seemed  to  me  little  open  to  fallacy,  and 
likely  to  be  easily  made.  In  addition,  I  believed  that  photographs 
might  be  obtained  of  the  perineum  in  its  various  degrees  of  distension, 
and  in  this  way  a  permanent  record  obtained  of  some  of  its  changes.  It 
was  necessary  that  all  this  should  be  carried  out  in  the  Maternity 
Hospital  by  the  Residents,  with  a  certain  amount  of  suggestion  and 
supervision  on  my  part.  I  am  strongly  of  opinion  that  much  valuable 
clmical  observation  could  be  made  by  the  Maternity  Residents,  with 
great  profit  to  obstetric  science,  to  say  nothing  of  the  valuable  and  exact 
trammg  gamed  by  them  personally.  I  was  fortunate  in  having  the 
measurements  made  by  my  Residents  of  1890,  Drs  Marshall  and 
Alexander.    I  am  specially  indebted  to  them  for  their  zeal  and  accuracy 
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and  take  this  opportunity  of  thanking  them  for  the  extra  night-work 
they  so  cheerfully  undertook.  The  photographic  work  was  done  by  a 
former  Resident,  Dr  Melville,  to  my  entire  satisfaction  ;  and  I  have  also 
to  thank  him  for  the  intelligence  and  care  he  took  in  this  matter. 

The  method  employed  was  as  follows : — The  anus  was  measured,  at 
the  time  of  its  apparent  greatest  distension,  in  two  diameters — antero- 
posterior and  transverse.  Its  shape  was  noted,  photographs  of  typical 
cases  taken,  and  the  general  features  of  the  various  changes  noted. 

The  urethral  measurements  Avere  more  difficult  to  make,  so  as  to 
avoid  fallacy.  It  was  evident  that  measurements  might  estimate  the 
maximum  distensibility  of  the  urethra  more  than  its  normal  dilatability. 
The  following  plan  was  adopted  to  avoid  error  as  much  as  possible,  as 
well  as  because  it  insured  against  risk  of  sepsis  to  the  bladder.  Hegar's 
dilators  were  taken,  and  at  the  end  of  pregnancy  that  one  passed  which 
seemed  to  measure  its  ordinary  stretching  point.  The  first  one  tried 
was  always  a  large  one,  not  likely  to  pass,  and  then  successive  lower 
diameters  employed,  until  the  one  that  was  chosen  fitted.  As  Hegar's 
dilators  are  numbered  according  to  their  diameter  in  millimetres  {-^~"), 
they  were  for  this  reason  specially  convenient.  I  am  well  aware  that 
this  method  is  not  by  any  means  accurate,  but,  as  we  shall  see,  it  gave 
approximately  correct  results. 

The  same  measurement  was  taken  at  the  end  of  labour  and  on  the 
tenth  day  of  the  puerperium.  The  last  were  made  by  our  excellent 
staff-nurse,  Mrs  Hall. 

The  anal  measurements  were  made  on  twenty-one  cases,  of  whom 
sixteen  were  primiparge.  The  average  maximum  antero-posterior  was  an 
inch  (2icms.)  as  nearly  as  may  be,  while  the  average  maximum  trans- 
verse was  slightly  over  the  inch  (IgV)-  The  shape  of  the  distended 
anus  was,  however,  not  circular,  but  that  of  a  reversed  D,  the  vertical 
limb  being  forward  so,  Q. 

The  greatest  distension  is  antero-posteriorly,  when  the  head  is  enter- 
ing on  the  perineum  (the  Einschneidung  of  the  Gei-mans),  while  the 
transverse  is  greatest  when  the  head  is  passing  (Durchschneidung). 
Some  unimportant  variations  in  shape  need  not  be  noted.  In  one  case  a 
photograph  was  obtained  at  the  moment  when  the  child's  nose  had 
passed,  and  the  anus  is  then  a  transverse  slit.    {Vide  first  table.) 

The  next  table  gives  the  results  of  the  urethral  measurements.  The 
initial  calibre  at  end  of  pregnancy  was  that  of  a  dilator  whose  diameter 
lay  between  6  and  8  mm.  After  the  third  stage  the  dilatability  varied 
between  9  and  12  mm.,  the  average  increase  being  almost  exactly  3  to  4 
mm.  On  the  tenth  day  of  the  puerperium  the  calibre  was  usually  1 
millimetre  above  the  one  at  the  end  of  pregnancy. 

I  have  now  finally  to  consider  the  mechanism  of  these  changes  and 
their  physiological  and  pathological  bearings,  if  any.     The  anus  is 
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normally  a  closed  slit  passing  through  the  pelvic  floor  nearly  at  right 
anc/les  to  the  long  axis  of  the  vagina,  and  it  is  so  closed  that  we  have 
its° short  lateral  walls  'in  apposition  (Symington),  and  the  external  aper- 
ture a  very  short  sagittal  mesial  line. 

When  the  head  is  entering  on  the  perineum  we  get  a  transverse 
stretching  of  the  perineum,  the  well-known  convex  bulging,  and  also  an 
elongation  and  driving  back.  The  part  of  the  sacral  segment  in  front 
and  inclusive  of  the  anterior  rectal  wall  is  elongated  and  driven  forward 
more  markedly  than  that  behind,  and  thus  we  get  the  anus  converted 
into  a  flattened  ring,  through  which  the  anterior  rectal  wall  is  seen. 
The  anus  is,  therefore,  altered  into  the  Q  shape  already  given.  The 
greatest  distension  is  found  when  the  broad  occiput  is  passing  the  anus ; 
but  when  the  occiput  has  passed  and  is  emerging,  the  narrower  sinciput, 
and  the  fact  that  the  occiput  is  now  elongating  the  hymen  and  vulva, 
expose  the  anus  to  less  tension  and  give  a  lessened  transverse,  and 
especially  a  smaller  antero-posterior  diameter. 

The  stretching  the  anus  undergoes  at  this  time  sometimes  causes 
fissure,  but  it  is  rare  to  find  fissure  remaining  as  a  condition  requiring 
operation.  This  is  apparently  prevented  by  the  stretching  of  the 
sphincter,  which,  as  we  know,  is  the  cure  for  fissure  of  the  anus  and  its 
intense  pain,  i.e.,  the  stretching  of  the  anus  during  labour  will  cure 
fissure  if  it  caiises  it. 

The  urethra,  like  the  anus,  is  a  closed  muscular  slit.  The  exact 
relations  of  the  walls  are  disputed,  and  need  not  detain  us  at  present. 
That  the  urethra  becomes  distended  or  permeable  to  an  instrument  of 
larger  calibre  is  known  to  many,  I  have  no  doubt,  inasmuch  as  I  have 
known  of  the  finger  passed  into  the  bladder  inadvertently  after  labour, 
and  also  the  vaginal  tube  of  the  douche  inserted,  and  the  bladder 
distended  instead  of  the  vagina  washed  out. 

The  measurements  made  in  the  second  table  show  a  distinct  increase 
in  the  capacity  of  the  urethra  for  distension.  This,  so  far  as  one  could 
judge,  chiefly  affects  its  lower  part ;  but  the  exact  length  of  this  portion 
Avas  not  ascertained,  and  would  be  difficult  to  estimate  clinically.  The 
cause  of  this  increased  capacity  for  distension  is  evidently  the  transverse 
stretching  of  the  vagina  by  the  occiput.  The  close  blending  of  urethra 
and  vagina  makes  the  urethra  participate  in  this  vaginal  distension,  and 
explains  the  condition  of  greater  dilatability  after  labour.  The  urethra 
is  apparently  not  elongated  in  its  long  axis  during  labour,  as  we  learn 
from  sectional  anatomy. 

In  conclusion,  I  would  urge  that  an  investigation  on  frozen  puerperal 
sections  as  to  the  amount  of  urethral,  bladder,  and  rectal  stretching 
would  be  of  value.  The  inquiry  would  be  of  value  in  relation  to  the 
retention  of  urine  after  labour.  As  a  matter  of  fact,  we  may  have 
paresis  of  the  bladder  in  the  puerperiiim  causing  retention  if  there  is 
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any  urethral  spasm  from  vaginal,  perineal,  or  vestibular  lacerations. 
Where  there  is  no  laceration  the  paresis  of  the  bladder  may  be  counter- 
balanced by  the  diminished  urethral  resistance  brought  about  by  its 
stretching.  These  factors  have  been  entirely  overlooked  hitherto,  but 
evidently  must  be  accounted  for  and  given  their  right  place  in  esti- 
mating the  causation  of  these  conditions. 
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CHAPTER  XVII. 


A  CONTRIBUTION  TO   THE    SECTIONAL   ANATOMY  OF 
ADVANCED  EXTRAUTERINE  GESTATION. 

No  subject  presents  more  points  of  interest  to  the  gynsecologist  than 
Extrauterine  Gestation.  Tlie  remarkable  nature  of  this  deviation  from 
normal  pregnancy,  the  difficulty  attending  its  diagnosis,  the  protean 
changes  it  may  undergo  during  its  development,  as  well  as  the  marked 
risk  both  to  mother  and  child,  render  it  one  of  the  most  important 
subjects  for  his  investigation.  Although  many  observers  have  been  in 
the  field,  and  much  has  been  added  to  our  knowledge  through  their 
valuable  investigations,  the  number  of  points  on  which  even  elementary 
information  is  needed  is  very  great.  Of  these  the  most  clamant  is  an 
anatomical  one.  We  do  not  know  to  a  demonstration  what  is  the  site 
of  advanced  gestation  and  what  stages  it  has  passed  through  prior  to 
this,  although  some  important  links  in  the  chain  have  been  found  by 
Dezeimeris,  Lawson  Tait,  Werth,  and  Frankel. 

The  authors  have  examined  frozen  sections  of  two  specimens — the  one 
a  four  and  a  half  months'  extrauterine  pregnancy  in  situ  in  the  bony 
pelvis ;  the  other  an  entire  cadaver  with  advanced  abdominal  gesta- 
tion. 

One  important  point  is  in  regard  to  the  method  of  investigation 
adopted.  Ordinary  anatomical  dissection  of  specimens  removed  from 
the  body  in  the  ordinary  way  is  notoriously  defective  and  unsatis- 
factory, and  has  led  to  several  specimens  being  described  erroneously 
as  ovarian  when  they  were  really  in  the  broad  ligament.  The  only 
accurate  way  to  study  such  is  to  do  so  by  frozen  sections  of  the  entire 
cadaver,  or  at  any  rate  of  the  specimen  still  in  relation  to  the  bony 
pelvis.  We  thus  see  peritoneal  relations  undisturbed,  and  can  without 
much  displacement  examine  the  entire  sections  by  a  method  of  modified 
dissection. 

The  first  specimen  had  advanced  to  between  the  fourth  and  fifth 
month.  Dr  Hart  saw  the  patient  for  the  first  time  in  the  Buchanan 
Ward  of  the  Royal  Infirmary,  and  found  her  with  a  tumour  the  size  of 
a  cocoanut  in  the  site  of  the  right  broad  ligament,  and  reaching  from 
the  right  iliac  margin  to  the  region  of  the  recto-vaginal  space,  which 
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bulged  down  markedly.  The  uterus  was  displaced  to  the  left  side,  as 
well  as  upwards,  and  was  aboiit  tl>e  size  of  a  two  months'  pregnancy. 
From  the  history  of  five  months'  amenorrhooa,  and  the  occasional  attacks 
of  fainting  and  pain  during  that  time,  there  was  no  difficulty  in  coming 
to  the  conclusion  that  we  had  here  to  deal  with  an  extrauterine  gestation 
developing  between  the  layers  of  the  broad  ligament.  Two  days  after, 
the  patient  collapsed  markedly,  evidently  from  rupture  of  the  sac  and 
loss  of  blood.  Eight  hours  afterwai-ds,  when  she  had  somewhat  rallied, 
an  exploratory  abdominal  incision  was  made  to  see  if  anything  could  be 
done.  Blood  poured  out  whenever  the  peritoneum  was  opened,  and  on 
passing  the  fingers  in,  rupture  deep  down  through  the  posterior  lamina 
of  the  broad  ligament  was  found,  a  condition  which  did  not  admit  of 
removal  of  the  sac,  inasmuch  as  it  had  developed  down  between  the 
rectum  and  vagina.  The  incision  was  therefore  closed,  and  the  patient 
sank  in  about  ten  hours. 

On  post-mortem,  which,  was  performed  by  Dr  Bruce,  the  bony  pelvis 
and  contents  were  removed  and  frozen,  and  in  this  way  the  relations 
were  preserved — an  impossibility  if  the  parts  are  scooped  out  from  the 
pelvis  in  the  usual  way. 

The  pelvis  when  frozen  was  sawn  in  the  mesial,  right  sagittal  lateral, 
and  left  sagittal  lateral  planes,  so  as  to  cut  sac.  and  uterus. 

The  following  points  are  noteworthy  : — 

In  the  mesial  line  the  foetus  and  placenta  are  contained  in  a  space 
bounded  above  by  the  lamina?  of  the  broad  ligament,  and  below  by  the 
paraproctal  tissue  and  that  at  the  base  of  the  broad  ligament.  The 
placenta  is  attached  to  the  inner  aspect  of  the  tube  and  broad  ligament, 
the  foetus  lying  below.  The  vertical  measurement  is  4-10  cm.,  the 
transverse  8*7  cm. 

A  similar  section  to  the  left  of  the  middle  line  shows  the  enlarged 
uterus,  and  hrematoma  between  the  peritoneum  and  the  rectum.  The 
rupture  had  occurred  through  the  posterior  lamina,  and  low  down. 

The  uterus  measures  10  cm.  vertically,  has  a  well  marked  decidua, 
and  the  dip  of  the  vesico-uterine  pouch  is  only  5  cm.  from  the  fundus. 
The  left  Fallopian  tube  and  ovary  are  intact.  This  specimen,  therefore, 
shows  that  the  gestation,  primai-ily  Fallopian,  had  developed  between 
the  layers  of  the  broad  ligament  and  into  the  connective  tissue  between 
the  peritoneum  and  rectum.  It  was  thus,  prior  to  its  intra-peritoneal 
rupture,  entirely  extra-peritoneal  {v.  Plate  XllL,  figs.  1  and  2). 

The  second  specimen  was  the  unopened  body  of  a  female,  aged  38, 
small  and  very  emaciated,  who  was  supposed  to  have  gone  a  little 
beyond  the  term  of  normal  pregnancy  ;  but  little  information  of  any 
kind  could  be  obtained,  as  she  was  destitute,  with  no  friends.  The 
usual  appearances  of  a  multiparous  pregnancy  were  present,  without 
any  varicosity  of  the  venous  system. 
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On  delivery  into  the  dissecting-room  the  extremities  were  cut  off;  and 
tlie  head  and  trunk,  after  a  process  of  freezing  by  means  of  ice  and  salt, 
were  cut  into  a  series  of  sagittal  mesial  and  lateral  slabs,  six  in  all,  of 
about  U  inches  in  thickness.  These  slabs  may  be  for  convenience 
mentioned  as  IR,  2R,  3R  and  IL,  2L,  3L— viz.,  the  first  slab  on  the 
I'ight  side,  and  so  on. 

In  the  sagittal  mesial  section  the  saw  passed  almost  exactly  in  the 
mesial  plane  of  the  body.  There  is  nothing  particular  to  remark  about 
the  brain  and  head  and  neck,  the  specimen  presenting  the  usual 
appearances  exhibited  in  sections  made  in  this  manner. 

In  front  of  the  spinal  cord  and  within  the  dura  mater  there  was  found 
a  thin  layer  of  granvdar-looking  substance,  which  extended  as  low  down 
as  the  tenth  dorsal  vertebra;  after  examination,  it  was  found  to  be 
albuminous  in  nature. 

Thorax. — The  mesial  section  was  made  through  a  part  of  the  right 
lung,  which  projected  a  little  to  the  left  of  the  middle  line ;  the  aortic 
arch  was  cut  through,  exposing  the  semilunar  valves  and  the  origin  of 
the  innominate  artery.  The  sagittal  section  shows  the  oesophagus  in 
the  upper  part  of  its  thoracic  portion,  and  also  its  cardiac  termination 
at  the  stomach. 

The  right  auricle  is  seen,  and  the  right  ventricle  w'ith  its  tricuspid 
valve  ai'e  cut  through,  both  columnte  carnese  and  chordae  tendinese 
being  well  exposed.  The  left  auricle  is  shown  in  the  mesial  section  in 
front  of  the  spinal  column  as  a  vertical  slit,  the  greater  portion  lying 
more  to  the  left  of  the  plane  of  section.  The  left  lateral  sections  also 
exhibit  the  left  ventricle. 

The  posterior  and  diaphragmatic  surfaces  of  the  lungs  were  found  to 
be  firmly  adherent  to  the  thoracic  wall,  and  the  right  side  of  the  heart 
and  great  vessels  were  more  or  less  filled  with  a  buffy  coagulum  of 
blood,  which  had  to  be  removed  after  the  parts  were  hardened  in 
spirit. 

The  antero-posterior  diameter  of  the  thoracic  cavity  at  the  lower  end 
of  the  manubrium  sterni  is  6-50  cm.,  and  at  the  upper  level  of  the 
diaphragm,  is  9  cm.  These  measui-ements  are  small  and  can  be 
accounted  for  to  a  certain  extent  by  the  small  size  of  the  subject. 
Dohm  endeavours  to  show,  by  a  series  of  chest  measurements,  that 
the  antero-posterior  diameter  of  the  base  of  the  thoracic  cavity  is 
diminished  during  pregnancy.  This  body  cannot,  however,  be  taken 
into  account  as  in  any  way  tending  to  prove  that  such  is  the  case,  or 
to  the  contrai-y. 

The  heart  was  small,  with  no  fat,  and  the  valves  were  in  a  normal 
condition.  The  upper  portion  of  the  left  ai;ricle  reached  up  to  the 
fifth  dorsal  vertebra,  and  the  lower  part  of  the  base  of  the  heart  was  on 
a  level  with  the  lower  margin  of  the  eighth  dorsal  vertebra.    The  thick- 
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ness  of  the  apex  of  the  left  ventricle  was  04  cm.,  and  although  the 
lieart  was  small,  the  greatest  thickness  of  the  left  ventricular  wall 
amounted  to  1-5  cm.  Taking  Peacock  as  our  authority,  we  find  the 
greatest  average  thickness  of  the  left  ventricle  in  a  normal  heart  to  be 
1-26  cm.,  and  at  the  apex  0-526  cm.  Du  Crest  gives  1-5  cm.  in 
pregnant  females  as  the  average  thickness,  supporting  Larcher's  view 
that  the  ventricular  wall  has  increased  during  the  pregnant  period. 
The  heart  being  small  in  this  case,  and  the  measurements  of  the  left 
ventricle,  at  the  same  time,  being  above  the  average,  it  is  probable  that 
there  has  been  an  increase  in  the  thickness  of  its  wall.  This  derives 
additional  interest  from  the  fact  that  the  increased  vascularity  of  parts 
about  the  foetus  is  principally  due,  as  regards  the  mother,  to  increased 
calibre  of  the  vessels  in  the  extra-peritoneal  tissue,  and  not  to  a  special 
differentiation  of  uterine  mucous  membrane.  This  increased  thickness 
of  the  ventricular  wall  would  not  be  due  to  any  necessity  for  an 
increased  driving  power  or  an  increase  in  the  vascular  fluid  required 
for  a  specialised  maternal  placenta.  The  uterus  is  sympathetically 
enlarged  as  well  as  remarkably  elongated  in  its  cervical  region.  From 
the  OS  externum  to  the  os  internum  {i.e.,  to  vesico-uterine  dip)  is  3 
inches,  the  body  being  4|  inches  long.  It  is  remarkable  that  the 
cervix  is  elongated,  as  in  prolapsus  uteri. 

The  diaphragm  reaches  as  high  as  the  lower  border  of  the  eighth 
dorsal  vertebra,  and  is  higher  than  those  exhibited  in  Braune's  illus- 
trations of  sections  of  pregnant  females.  The  cause  of  this  is  due  to 
the  greater  upward  growth  of  the  tumour  and  the  small  abdominal 
distension  in  an  antero-posterior  direction.  The  abdominal  wall  in  front 
derives  great  support  from  the  position  of  the  uterus  which  lies  immedi- 
ately behind  it. 

The  kidneys  are  enlarged,  and  the  calibre  of  the  ureters  and  pelvis 
of  the  left  kidney  greatly  increased,  the  ureter  being  irregularly  dilated 
in  its  course  towai-ds  the  bladder  (hydronephrosis). 

The  stomach  was  almost  empty,  containing  only  a  small  quantity  of 
fluid  food.  In  the  mesial  section  its  pyloric  end  was  cut  through 
(PI.  XIV.),  being  bent  backwards  and  to  the  right.  The  duodenum 
is  seen  embracing  the  head  of  the  pancreas  opposite  the  twelfth  dorsal 
and  first  lumbar  vei-tebree.  The  small  intestines  were  matted  together 
and  pushed  oyer  to  the  left  in  the  abdominal  cavity.  The  transverse 
colon,  which  was  distended  with  gas  and  contained  very  little  faecal 
matter,  together  with  the  great  omentum,  was  adherent  to  the  abdo- 
minal wall  in  front.  Its  under  surface  was  greatly  thickened  and 
firmly  adherent  to  the  foetal  tumour,  PI.  XIV.  The  sigmoid  flexure 
is  seen  in  the  left  lateral  section  as  a  vertical  slit. 

In  describing  the  gestation  sac  and  its  contents  we  shall  try  to  avoid 
too  minute  detail.    The  first  great  point  to  settle  is  the  relations  of  the 
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peritoneum  to  the  sac,  and  it  will  simplify  matters  if  we  state  the  one 
broad  fact  brought  out  in  the  sections-viz.,  that  the  gestctUon  ^s  enUrdy 
extra-peHtoneal,  and  that  Mus  and  placenta  lie  in  extra-perUoneal  con- 

nective  tissue.  .  p 

The  foetal  capsule  and  its  contents,  which  occupy  a  great  portion  ot 
the  abdominal  cavity,  rise  up  to  the  upper  margin  of  the  second  lumbar 
vertebra  and  extend  well  into  the  right  half  of  the  sections,  pushing- the 
intestines  up  and  to  the  left.  In  front  the  tumour  is  separated  above 
from  the  abdominal  wall  by  the  great  omentum,  while  below,  its  wall  is 
formed  by  the  uterus;  behind,  it  is  separated  from  the  posterior 
abdominal  wall  by  a  double  layer  of  peritoneum.  The  uterus  is  much 
enlarged,  the  upper  surface  of  the  fundus  being  on  a  level  with  the 
upper  border  of  the  first  sacral  vertebra.  It  was  pushed  over  to  the  left 
side,  none  being  found  in  the  right  outer  lateral  section.  The  peri- 
toneum has  been  entirely  stripped  away  from  its  posterior  and  the 
upper  part  of  its  anterior  surfaces;  and  from  the  fundus  bands  of  tissue 
connect  it  with  the  upper  and  inner  surface  of  the  foetal  sac.  On  the 
left  side  of  the  fundus  a  small  fold  of  peritoneum  enclosed  the  left 
Fallopian  tube  and  left  ovary. 

The  left  Fallopian  tube  passed  obliquely  downwards  from  the  left  side 
of  the  fundus  to  the  left  iliac  fossa,  its  fimbriated  end  being  attached 
to  the  tumour. 

The  left  ovary  was  found  below  the  Fallopian  tube  and  left  under 
surface  of  the  capsule,  and  is  seen  in  the  left  lateral  section  3  from  the 
median  line  in  the  angle  between  the  abdominal  wall  and  left  iliac  fossa 
{V.  Plate  XV.,  fig.  6).  It  measured  1"  x  If  x  f  in  thickness,  and  was 
enclosed  in  the  same  fold  of  peritoneum  with  the  Fallopian  tube.  The 
ovarian  vessels  were  greatly  increased  in  calibre.  The  right  Fallopian 
tube  and  ovary  cannot  be  identified,  being  taken  up  with  the  sac. 

Peritoneum.— Oviing  to  the  surfaces  of  the  peritoneum  being  more  or 
less  adherent,  it  required  great  care  to  trace  its  general  relation.  In 
the  mesial  section  it  will  be  seen  to  be  reflected  from  the  inner  surface 
of  the  anterior  abdominal  wall  on  to  the  front  of  the  uterus  at  the  upper 
level  of  the  pubes ;  the  bladder  lies  below  the  lines  of  reflection,  and  is 
deficient  of  a  serous  covering.  The  front  of  the  enlarged  uterus  is 
covered  for  a  short  distance,  and  the  peritoneum  is  there  reflected  on  the 
foetal  capsule.  The  uterus  for  about  4  cm.,  projects  into  the  cavity  of 
the  capsule,  this  portion  of  its  surface  being  rough  and  deficient  of  any 
serous  investment.  The  foetal  capsule  is  seen  to  be  enveloped  in  front 
and  above,  and  behind  the  membrane  is  reflected  on  to  the  rectum  at 
about  the  level  of  the  fourth  sacral  vertebra.  On  the  left  side  the 
peritoneum  passes  from  the  left  iliac  fossa  and  covers  a  small  portion  of 
the  upper  part  of  the  body  of  the  uterus,  and  from  this  is  reflected  on 
to  the  capsule,  forming  a  fold  in  which  the  left  Fallopian  tube  and  ovary 
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are  enclosed.  The  relations  of  the  peritoneum  to  the  other  organs  do 
not  require  any  special  remark. 

On  the  riglit  side  the  peritoneum  is  lifted  up.  The  foetus  has  thus 
developed  beneath  the  peritoneum,  elevating  the  folds  of  the  broad 
ligament  after  distending  them,  and  in  its  upward  growth  stripping  the 
peritoneum  up  from  the  right  side  of  the  anterior  abdominal  wall  for  a 
distance  of  7|  in.  above  the  pelvic  brim.  Posteriorly  the  deepest  por- 
tions of  the  pouch  of  Douglas  lie  at  the  level  of  the  fourth  and  fifth 
sacral  vertebra). 

The  fffital  capsule  and  its  contents  arc  found  to  extend  into  the 
hypogastric,  umbilical,  lumbar,  and  right  inguinal  regions. 

The  Sac  can  be  studied  in  all  its  relations  in  the  sections.  Micro- 
scopical examination  of  its  walls  were  made  at  various  points— viz.,  at 
its  uppermost  portion,  and  also  at  the  anterior  abdominal  wall  below  the 
peritoneal  reflection  (Plate  XIV.,  fig.  4). 

In  the  former  part  there  was  peritoneum  and  unstriped  muscle, 
showing  the  Fallopian  tube  origin  ;  in  the  latter  connective  tissue.  The 
capsule  was  thus  formed  by  connective  tissue,  bounded  outside  by  the 
special  structures  displaced— viz.,  either  by  muscular  abdominal  wall 
or  by  peritoneum. 

On  the  right  side  of  the  body  a  deep  dissection  was  made  from  the 
skin,  and  the  caecum  and  peritoneum  found  displaced  up. 

Further  details  and  drawings  on  this  point  will  be  given  when  an 
account  of  the  minute  structure  of  the  placenta  is  published. 

The  Uterus. — The  cervix  contained  a  plug  of  mucus,  and  in  the 
flattened  cavity  of  the  uterus  was  found  a  small  amount  of  disintegrated 
tissue. 

The  Foetus  is  situated  below  the  placenta  and  between  the  uterus  in 
front  and  the  abdominal  wall  behind.  Together  with  the  placenta,  it  is 
seen  to  be  enclosed  in  a  distinct  capsule. 

The  placenta  consists  of  an  oval-shaped  and  flattened  mass  of  tissue 
situated  in  the  abdominal  cavity  and  extra-peritoneally,  and  lying  above 
the  foetus.  Its  long  axis  is  directed  up  and  down,  and  in  the  mesial 
.  section  is  seen  to  extend  from  the  upper  margin  of  the  second  lumbar 
vertebra  to  a  little  below  the  upper  border  of  the  first  sacral  vertebra. 
It  is  attached  to  the  posterior  aspect  of  the  anterior  abdominal  wall  and 
outer  surface  of  peritoneum.  Where  attached  to  the  anterior  abdominal 
wall,  the  veins  there  are  enlarged. 

The  diameter  of  its  long  axis  is  13  "5  cm.,  and  its  average  antero- 
posterior measurement  is  7-5  cm.  Around  it  is  a  thin  investment  of 
connective  tissue,  and  it  is  firmly  attached  at  points,  especially  in  front 
and  above,  to  the  surrounding  capsule  by  bands  of  vascularised  tissue. 
In  the  right  sections  a  cavity  is  seen  between  the  capsule  and  the 
.placenta,  which  was  filled  with  a  mass  of  grumous  blood  and  gases  of 
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decomposition,  the  position  of  whicli  corresponds  to  a  well-defined 
darkening  of  the  skin  of  the  anterior  abdominal  wall,  as  if  the  patient 
had  suffered  from  a  severe  blow  or  fall. 

The  fastus  weighed  2  lbs.  4  oz.  without  the  umbilical  cord.  It  was 
fairly  well  nourished,  but  decomposition  had  commenced,  especially  at 
the  lower  part  of  the  abdomen.  Around  the  body  and  flexed  extremities 
it  measured  13|  inches  in  circumference,  and  around  its  long  axis  IS-^^- 
inches.  The  head  was  covered  with  liair,  and  the  nails  were  Avell 
developed.  The  position  of  the  foetus  was  peculiar — the  face  looked 
directly  upwards,  the  head  was  bent  abruptly  backwards,  and  both 
thoracic  and  abdominal  cavities  wai-e  greatly  flattened  antero-posteriorly. 
The  right  arm  and  forearm  were  bent  backwards,  and  rested  along  the 
right  side  of  the  head,  the  wrist  and  hand  being  flexed.  The  left  arm 
was  rotated  inwards,  and  rested  along  the  left  side  of  the  body,  and  the 
hand  was  flexed  in  the  concavity  formed  by  the  extended  back  of  the 
foetus.  The  right  thigh  was  twisted  round,  and  the  knee  flexed  so  that 
the  anterior  surface  of  the  leg  looked  backwards,  the  foot  being  turned 
outwards  and  abducted.  The  left  thigh  and  left  ankle  were  extended, 
the  knee  was  flexed,  the  sole  of  the  foot  looking  upwards.  The  general 
ai-rangement  of  the  body  and  limbs  will  be  better  understood  by 
shortly  stating  that  the  head  being  sharply  bent  backwards  and  the 
trunk  flattened  and  extended,  a  concavity  was  formed  behind,  in  which 
the  extremities  were  more  or  less  situated.  The  internal  antero-posterior 
measurement  of  the  thoracic  and  abdominal  cavities  had  an  average 
measurement  of  only  3  mm.  No  examination  of  the  internal  organs 
of  the  foetus  was  possible  from  the  decomposition  which  had  set  in, 
and  the  saw  having  passed  through  the  body  three  times  while  making 
the  sections.  From  the  umbilicus  the  cord  passed  upwards  to  the 
placenta  between  the  latter  and  the  posterior  surface  of  the  capsule. 
Development  of  foetus  corresponded  to  about  the  seventh  or  eighth 
month. 

The  consideration  of  these  two  sections  shows,  therefore,  a  special 
phase  in  the  development  of  extrauterine  gestation.  They  demonstrate 
that  a  Fallopian  tube  pregnancy  may  develop  between  the  layers  of 
the  broad  ligament,  and  may  continue  this  extra-peritoneal  mode  of 
growth,  stripping  ofi^  the  peritonenm  from  the  uterus,  bladder,  and 
pelvic  floor,  until  it  becomes  in  great  part  surrounded  by  a  peritoneal 
capsule  derived  from  these  organs.  All  this  is  done  without  any  actual 
intra-peritoneal  invasion.  The  placenta  in  the  advanced  gestation  case 
is  attached  in  front  to  the  extra-peritoneal  connective  tissue,  the  veins 
there  enlarging  and  acting  like  uterine  veins. 

In  this  special  cadaver,  therefore,  the  gestation  began  probably  in 
the  right  Fallopian  tube,  developed  into  the  layers  of  the  broad  liga- 
ment, and  grew  extra-peri toneally,  lifting  up  the  peritoneum  on  the 
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right  side  of  the  middle  line  both  anteriorly  and  posteriorly,  and  also 
stripping  the  posterior  uterine  wall  and  upper  part  of  the  anterior 
uterine  wall.  The  extra-peritoneal  tissue,  with  its  blood-vessels,  is 
therefore  not  only  capable  of  forming  anastomoses  in  abdominal  aneur- 
ism, as  Turner  and  Chiene  have  shown,  but  may  attempt  to  carry  on 
the  functions  of  the  maternal  portion  of  the  placenta. 

We  have  here  what  may  be  termed  a  slow  displacement  of  the 
placenta.  At  first  it  lay  in  the  Fallopian  tube,  but  the  growing  ovum 
has  slowly  pushed  it  up  (a  process  attended  with  blood  extravasation) 
from  pelvis  to  abdominal  cavity,  until  at  last  its  upper  edge  is  about 
10  inches  from  its  original  site.  Part  of  this  is  due  to  growth,  of 
course.  The  uterus  also  has  had  its  cervical  portions  elongated  in  the 
same  way  to  3  inches. 

These  sections  have  an  important  bearing  on  the  Classification  of 
extrauterine  gestation.  Much  has  been  written,  and  little  really 
demonstrated,  on  this  point.  The  Tubal  variety  is  undoubted;  the 
Tubo  -ovarian  has  also  been  demonstrated ;  but  the  Ovarian  is  a  very 
doubtful  form.  The  Subperitoneo-pelvic  or  Intra-ligamentous  variety 
of  Dezeimeris,  Tait,  and  Worth,  is  demonstrated  in  the  second  specimen, 
which  also  shows  the  ovary  thinned  out  on  the  posterior  lamina  of  the 
broad  ligament.  The  presence  of  the  ovarian  structure  in  the  cyst 
wall  of  an  extrauterine  gestation  has  been  brought  forward  as  evidence 
of  its  being  the  Ovarian  variety ;  it  more  probably  shows  that  it  is 
Subperitoneo-pelvic. 

The  chief  interest  centres  on  the  anatomical  nature  of  abdominal 
gestation.  The  second  case  shows  that  this  can  be  extra-peritoneal,  a 
fact  never  hitherto  demonstrated,  although  strongly  contended  for  by 
Tait.  We  do  not  deny  that  we  may  have  either  a  partial  extra- 
peritoneal and  intra-peritoneal  variety,  or  an  entirely  intra-peritoneal 
variety,  but  we  ask  for  actual  proof  of  such.  If  it  be  urged  that  a 
purely  intra-peritoneal  form  must  exist  because  placenta  has  been 
found  attached  to  the  uterus  and  intestine,  we  answer  that  in 
the  cadaver  shown  (Plate  XIV.)  the  placenta  has  been  attached  to 
the  portion  of  uterine  wall  where  the  peritoneum  is  stripped  off ; 
or  it  might  have  been  attached  to  the  other  abdominal  viscera, 
but  yet  carrying  a  layer  of  peritoneum  before  it,  be  still  extra- 
peritoneal. 

We  therefore  hold  that  the  following  varieties  have  been  demon- 
strated, viz., — Tubal,  Tubo-ovarian,  Subperitoneo-pelvic,  Subperitoneo- 
abdominal.  An  Abdominal  variety,  partly  intra-peritoneal  and  partly 
extra-peritoneal,  is  probable ;  a  purely  Intra-peritoneal  variety  has  yet 
to  be  accurately  demonstrated,  and  the  same  holds  good  as  to  the 
Ovarian  variety. 

Hitherto  we  have  always  regarded  the  peritoneal  cavity  as  the  site 
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specially  chosen  by  extrauterine  gestation  for  its  development,  but  we 
must  now  more  closely  scrutinise  such  in  the  light  of  this  and  smrnk)- 


cases. 


We  defer  at  present  full  consideration  of  the  changes  on  the  placenta, 
but  o-ive  a  brief  account  of  the  results  so  far. 

It^'has  often  been  thought  that  the  moot  points  in  the  structure  of 
the  placenta  might  be  cleared  up  by  an  examination  of  the  placenta  in 
advanced  extrauterine  gestation.  Here,  it  is  argued,  we  have  the 
peritoneum  taking  the  position  of  the  serotina  of  the  uterus,  and  there- 
fore a  comparison  of  the  placental  structure  in  normal  and  abnormal 
implantation  should  throw  light  on,  for  instance,  the  origin  of  the  inter- 
villous spaces,  whether  really  maternal  and  filled  with  blood.  The 
results  in  the  specimens  are  as  follow  :— In  a  Fallopian-tube  pregnancy 
at  the  second  month,  the  villi  were  seen  embedded  in  many  and  large 
cells  analogous  to  the  decidual  cells  of  normal  pregnancy.  No  sinus 
system  was  evident,  except  enlargement  of  the  veins  in  the  muscular 
coat.  The  normal  Fallopian  tube  near  was  also  markedly  infiltrated 
with  cells,  and  wherever  villi  were  the  columnar  epithelium  of  the 
mucous  membrane  had  disappeared. 

In  the  advanced  gestation  the  placental  structure  had  been  evidently 
undergoing  a  destructive  process.  The  villi  lie  in  organised  blood-clot, 
with  abundant  blood  -  crystals,  and  are  atrophied  and  irregular  in 
outline.  There  is  nothing  comparable  to  the  intervillous  system  of  the 
normal  placenta,  nor  to  the  beautiful  and  large  cells  found  in  the 
serotina  near  the  villi.  The  growth  of  the  placenta  in  the  advanced 
extrauterine  gestation  has  evidently  been  attended  with  much  blood 
extravasation,  and,  as  a  consequence,  destruction  of  the  part  analogous 
to  the  ordinary  maternal  portion. 

The  placenta  in  the  4J  months'  gestation  is  unfortunately  not  yet 
hard  enough  for  section. 

The  following  seem  to  us  fair  deductions  from  the  specimens  we 
have  examined,  and  we  arrange  these  for  convenience,  in  a  series  of 
propositions : — 

1.  Fallopian-tube  pregnancy  may  develop  into  the  broad  ligament 
(Intra-ligamentous,  Werth),  and  continue  this  development  beneath  the 
peritoneum  of  the  pelvic  floor  (Subperitoneo-pelvic  of  Dezeimeris). 

2.  An  advanced  gestation  may  be  derived  from  a  Fallopian  -  tube 
pregnancy  which  develops  as  given  in  1,  and  further  lifts  up  the 
peritoneum  until  we  get— 

3.  An  Abdominal  case  entirely  extra-peritoneal.  For  this  form  we 
suggest  the  term — Extraperitoneo-abdominal. 

4.  The  placental  changes  in  the  Extraperitoneo-abdominal  form  are 
destructive  to  placental  tissue  and  function,  and  inimical  therefore  to 
vigorous  foetal  life. 


156 


SELECT  EL  PAPERS. 


5.  In  treatment  one  great  principle  is  to  interfere  where  safest  for  the 
mother,  witliout  regard  to  fcetal  life. 

6.  The  placenta  sliould  be  left  after  operation,  unless  it  can  be  liga- 
tured, as  separation  causes  uncontrollable  hajmorrhage.  This  is  the 
usual  reason  for  leaving  it  untouched,  and  one  that  cannot  be  gainsaid.* 
The  extra-peritoneal  position  of  the  placenta,  and  the  great  chance  of 
Its  organising,  as  is  shown  in  our  specimen,  forms  another  powerful 
argument  for  leaving  it  alone.  In  operations  for  advanced  gestation  the 
foetus  only  should  be  removed,  the  cord  tied,  returned,  and  the  wound 
closed,  unless  a  septic  condition  requires  drainage. 

We  are  indebted  to  Dr  Bruce  for  verifying  the  microscopical  structure 
of  the  cyst  wall,  to  Dr  R.  Stewart  for  his  valuable  aid  in  the  micro- 
scopical part,  and  to  Mr  Wm.  Keiller,  who  made  careful  tracings  and 
drawings  of  the  sections. 


DESCRIPTION  OF  PLATES. 
Plate  XIII. 

Fig.  1.— Sagittal  lateral  section  (right)  of  pelvis  with  extrauterine  gestation  in  right 
broad  ligament. 

Fig.  2.— Sagittal  mesial  section  of  same  pelvis,  showing  uterus  with  decidua.  This 
section  demonstrates,  inter  alia,  that  what  is  termed  clinically  retro-uterine  hsema- 
tocele  may  be  hsematoma. 

Plate  XIV. 

Fig.  3.— Sagittal  mesial  section  of  cadaver  with  advanced  extrauterine  gestation 

subperitoneo-abdominal  (IR). 
Fig.  4. — Sagittal  lateral  section  of  same  (2R). 

Plate  XV. 

Fig.  5. — Sagittal  lateral  (2L)  of  same. 
Fig.  6.— Sagittal  lateral  (3L)  of  same. 
Fig.  7. — Frankel's  diagram  of  his  case. 
Fig.  8, — Schuchardt's  diagram  of  his  case. 

*  See,  however,  Chap.  XXIV.,  Case  2. 


PLATE  Ji^. 


Fio.  0.  (3  L.) 


PLATE  III. 


Fio.  5.  (2  L.) 


CHAPTER  XVIII. 


THE  MINUTE  ANATOMY  OF  THE  PLACENTA  IN  EXTRA- 
UTERINE GESTATION. 

I  HAVE  first  to  define  the  limits  of  the  present  paper.  I  do  not  take 
up  the  anatomy  of  the  extrauterine  placenta  in  the  various  varieties  of 
this  condition,  but  consider  merely  its  development  in  what  I  have 
tei-med  the  extra-peritoneal  form.  I  must,  therefore,  briefly  explain 
what  is  meant  by  this. 

As^  all  know,  the  Fallopian  tube  is,  in  the  vast  majority  of  cases,  the 
starting  point  of  an  extrauterine  gestation.  The  most  common  result 
of  this  is  that  rupture  occurs,  usually  at  the  second  month,  through 
some  part  of  the  tube  covered  by  peritoneum,  a  result  almost  invariably 
fatal  if  left  alone,  and  as  invariably  curable  if  operated  on  in  time  by 
abdominal  section. 

A  rarer  termination  in  Fallopian  tube  gestation  is,  that  further 
development  takes  place  between  the  layers  of  the  broad  ligament, 
which  become  separated  to  accommodate  foetus  and  placenta.  Even 
here  rupture  into  the  peritoneum  may  occur;  but  if  the  peri- 
toneum remain  intact  we  may  get.  a  continuance  of  development  as 
follows : — 

If  in  the  early  Fallopian  tube  gestation  the  foetus  lies  above  the 
placenta,  we  may  get  both  it  and  the  placenta  developing  between  the 
layers  of  the  broad  ligament.  The  placenta  in  its  growth  has  its  down- 
ward displacement  soon  limited  by  the  pelvic  muscles,  while  the  foetus 
may  rupture  through  the  peritoneal  lamina  and  lie  in  the  peritoneal 
cavity  free  among  the  intestines.  This  gives  us,  therefore,  a  mixed 
form  of  gestation,  the  foetus  being  intra-peritoneal,  the  placenta  extra- 
peritoneal. The  placenta  thus  develops  in  the  broad  ligament  and 
pelvic  connective  tissue,  and  has  in  addition  been  displaced  downwards 
by  the  foetus,  the  amount  of  displacement  being  necessarily  small.  If, 
however,  in  an  early  tubal  gestation,  the  foetus  lies  lower  in  the  tube, 
the  placenta  thus  occupying  the  part  of  the  tube  covered  by  peritoneum, 
we  may  then  get  a  development  between  the  layers  of  the  broad  liga- 
ment as  in  the  previous  instance,  but  with  this  special  difference.  The 
growing  foetus  pushes  up  the  upper  part  of  the  broad  ligament  with 
placenta,  and  thus  displaces  the  placenta  up  until  it  may  lie  attached  to 
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anterior  abdominal  wall  opposite  the  level  of  the  lumbar  vertebrte. 
The  fojtus  and  placenta  too,  lie,  therefore,  in  extra-peritoneal  tissue,  the 
peritoneum  being  lifted  up  as  the  pregnancy  goes  on.  This  extra- 
peritoneal development  of  extrauterine  gestation  is  remarkable,  but 
is  not  unique  in  pathology,  being  analogous  to  the  development 
of  a  burrowing  pelvic  abscess  or  of  a  papillomatous  ovarian  cyst 
(Fig.  1,  PI.  XVI.) 

We  may  sum  up  the  stages,  therefore,  as,  (a)  Fallopian  tube ; 
(6)  broad  ligament  in  the  first  place  ;  then  (c)  eitlier  placenta  extra- 
peritoneal, foetus  intra-peritoneal ;  or  {d)  both  extra-peritoneal. 

If  we  now  take  up  specially  what  is  more  properly  the  subject  of  the 
present  communication,  the  minute  anatomy  of  the  extra-uterine  placenta 
in  its  extra-peritoneal  development,  we  must  keep  in  mind  the  following 
points.  While  the  placenta  begins  its  development  in  the  mucous 
membrane  of  the  Fallopian  tube,  it  soon  develops  in  connective  tissue  ; 
and  during  its  development  here  undergoes  a  slow  displacement.  In 
the  case  where  both  fcBtus  and  placenta  are  extra-peritoneal,  the  foetus 
lying  below,  the  placenta  must  have  been  displaced  upwards  for  at  least 
10  inches.  Inasmuch  as  this  amount  of  displacement  was  accomplished 
in  about  as  many  months  there  was  never  any  gross  separation,  but  a 
slow  microscopic  progress  which,  as  we  shall  see,  causes  slow  blood 
effusion  and  organisation. 

In  investigating  the  minute  structure  of  the  extrauterine  placenta  I 
liad  the  following  material : — 

1.  Tube  with  placenta  attached  from  a  ruptured  tubal  gestation  at 
the  second  month. 

2.  Broad  ligament  gestation  at  fourth  month. 

\  3.  Abdominal  gestation,  entirely  extra-peritoneal,  and  at  nearly  full 
tiflae. 

4.  Abdominal  gestation,  with  foetus  probably  intra-peritoneal,  and 
placenta  certainly  extra-peritoneal. 

The  last  preparation  I  owe  to  the  great  kindness  of  Dr  Barbour,  and 
no  one  appreciates  more  than  I  do  the  self-denial  which  gave  me  such  a 
valuable  specimen. 

The  tubal  gestation  was  cut  in  paraffin,  the  others  in  celloidin  and  the 
investigation  was  carried  on  in  the  laboratory  of  the  Royal  College  of 
Physicians. 

The  following  is  a  brief  summary  of  the  results  : — 

In  the  Fallopian  tube  gestation  the  villi  lie  embedded  in  decidual 
cells,  and  no  intervillous  sinus  system  seems  to  exist.  Large 
sinuses,  however,  have  formed  in  the  muscular  wall.  The  villi  are 
well  formed,  and  are  covered  with  perfect  epithelium.  The  decidual 
cells  are  large,  and  have  large  nucleus  and  nucleoli.  (Figs.  2,  3, 
and  4,  in  PI.  XVI.  and  XVII.) 
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In  the  broad  ligament  placenta  we  begin  to  see  the  serious  damage 
caused  to  placental  struot;ire  by  its  development  in  connective  tissue. 
The  villi  are  less  perfect  in  contour,  blood  extravasation  is  present 
blood  crystals  are  in  abundance,  while  the  decidual  cells  are  few  and 

less  perfect.  .    •  • 

In  the  advanced  abdominal  gestation  where  the  placenta  is  m  the 
pelvic  connective  tissue,  and  therefore  less  displaced,  we  see  fairly  perfect 
villi  decidual  cells,  blood  crystals  with  large  areas  of  extravasated 
blood,  which  may  be  the  remains  of  an  attempt  at  a  placental  sinus 

system.  . 

The  most  remarkable  alteration  in  placental  structure  is  found,  how- 
ever, in  the  abdominal  gestation  with  the  extreme  displacement  of  the 
placenta.  Here  the  placenta  is  converted  into  a  mass  of  organising 
blood  clot,  with  large  areas  of  blood  crystals,  great  compression  and  dis- 
tortion of  the  villi,  entire  absence  of  decidual  cells,  and  no  recognisable 
intervillous  sinus  system ;  although  the  enlargement  of  the  veins  in  the 
abdominal  wall  at  the  placental  site  points  to  some  such  arrangement 
existing.    (Figs.  5,  6,  and  7,  PI.  XVIII.  and  XIX.) 

We  may,  therefore,  say  broadly  that  the  development  of  the 
placenta  in  the  extra-peritoneal  form  of  extrauterine  gestation  is  a 
destructive  one,  reduces  the  placenta  practically  to  compressed 
villi,  where  the  serotina  is  destroyed  and  replaced  by  blood  crystals 
and' organising  blood  clot.  The  least  damage  is  done  to  the  placenta, 
which  from  its  more  favourable  position  in  the  lower  part  of  the 
tube  with  the  foetus  above,  is,  as  I  have  already  explained,  displaced 
least. 

In  the  last  place,  I  have  to  point  out  the  important  bearing  of  these 
facts  on  the  life  of  the  foetus.  One  of  the  most  common  terminations  of 
an  extrauterine  gestation  is  to  have  the  foetal  bones  discharged  per 
rectum,  or  in  fact  to  terminate  as  a  pelvic  abscess.  Such  are  evidently 
extra-peritoneal  developments  of  a  Fallopian  tube  gestation,  where 
the  destructive  process  going  on  in  the  placenta  has  killed  the 
foetus,  and  where  the  proximity  of  the  whole  gestation  to  bowel 
unprotected  by  peritoneum  has  led  to  an  eudosmosis  of  intestinal 
gases,  or  passage  of  micro-organisms  such  as  to  determine  putrid 
suppuration. 

A  more  favourable  termination  is  where,  from  the  higher  position  of 
the  foetus,  we  get  its  escape  into  the  peritoneal  cavity,  less  displacement 
of  the  placenta,  and  thus  less  interference  with  its  functions.  These  are 
the  cases  where  a  full  time  foetus  can  be  removed,  and  where  the 
placenta,  from  its  extra-peritoneal  position,  is  not  recognised  at  the 
time  and  is  left  undisturbed  for  ultimate  absorption  if  away  from 
bowel.  Proximity  to  bowel  may  lead  to  its  putrefaction  and  breaking 
down.    {v.  Chap.  XtX.) 
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DESCRIPTION  OF  PLATES. 

PLATE8  XVI.,  XVII.,  XVIII.,  AND  XIX. 

Fig  L-Sagittal  lateral  section  of  advanced  extra-peritoneal  extrauterine  gestation 
(Hart  and  Carter). 

Fig.  2.— Villi  and  serotina  of  two  months'  Fallopian  tul.e  gestation. 

Fig.  3.— Enlarged  veins  in  muscular  wall  of  Fallopian  tube  gestation. 

Fig.  4.— Villi  and  serotina  of  two  months'  Fallopian  tube  gestation. 

Fig.  5.— Placenta  in  advanced  extra-peritoneal  extrauterine  gestation. 

Fig.  6.— Villus  in  organised  blood-clot  of  advanced  extrauterine  gestation  (extra- 
peritoneal). 

Fig.  7.— Villi  and  blood  crystals  of  advanced  extra-peritoneal  extrauterine  gestation. 
Fig.  S.— Decidual  cells  from  uterine  decidua  of  broad  ligament  gestation  (4^  months). 


PLATE  XVI. 


PLATE  XVII. 


CHAPTER  XIX. 


ON  THE  DISPLACEMENT  OF  THE  PLACENTA  IN  EXTRA- 
UTERINE GESTATION  AND  ITS  RELATION  TO  THOSE 
CASES  ENDING  IN  PELVIC  ABSCESS. 

Ox\E  of  the  most  frequent  terminations  of  an  advanced  extrauterine 
gestation  is  its  discharge  like  a  pelvic  abscess.  Authors  such  as  Parry 
speak  of  the  suppuration  of  the  sac,  but  this  is  too  general  a  term,  and 
leads  one  to  suppose  that  any  extrauterine  sac  may  suppurate  ;  whereas, 
as  a  matter  of  fact,  I  hope  to  show  that  a  certain  definite  case  is  most 
likely  to  do  so. 

Many  authors  hold  that  the  peritoneum  is  the  placental  site  in 
advanced  extrauterine  gestation ;  indeed,  Matthews  Duncan  says, 
"  Every  author  on  this  subject  recognises  the  peritoneal  insertion  of  the 
placenta,  and  in  every  such  case  I  believe  it  is  the  original  insertion." 
I  do  not  understand  how  such  an  eminently  careful  and  judicious 
author  as  Duncan  undoubtedly  was  could  make  such  a  statement,  as 
the  placenta  in  extrauterine  gestation  has  as  yet  never  been  proved  to 
be  peritoneal,  and  at  present  all  real  proof  is  against  even  its  probability. 
The  usual  explanation,  however,  of  the  suppurating  sac  and  viscus 
perforation  was  death  of  the  child  and  consequent  formation  and 
discharge  of  pus  from  the  peritoneal  cavity.  It  would  be  a  mere  waste 
of  time,  however,  to  refute  this  view,  as  it  is  based  on  erroneous 
pathology,  does  not  explain  why  only  some  cases  suppurate,  and 
contradicts  well-known  facts  about  the  peritoneum  as  an  absorbing 
sac. 

The  first  glimpse  of  light  on  this  subject  came  from  Dezeimeris' 
recognition  of  what  we  now  know  to  be  broad  ligament  pregnancy,  and 
now  from  the  work  of  Tait,  Werth,  Hart  and  Carter,  Olshausen,  Groom 
and  Webster,  we  are  in  a  position  to  make  a  great  advance  in  the 
explanation  of  suppurating  cases. 

In  two  papers  previously  published  I  have  demonstrated  the  existence 
of  broad  ligament  pregnancy,  and  also  the  extra-peritoneal  position  of 
both  foetus  and  placenta  in  an  advanced  abdominal  gestation.  In  the 
latter  especially  I  found  the  placenta  displaced  up  and  greatly  altered 
in  structure.  All  these  points,  especially  those  as  to  placental  displace- 
ment, were  only  briefly  given  then,  and  as  they  are  of  great  importance 
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in  the  special  suppurating  cases  we  are  considering  to-night,  1  purpose 
considering  tliem  more  in  detail. 

Cases  of  extrauterine  gestation,  ending  as  abscess,  have  the  following 
characteristic  clinical  points  : — The  foetus  is  discharged  usually  by  the 
rectum ;  escape  by  the  vaginal  fornix  is  rarer ;  and  most  rare  of  all  is 
discharge  by  the  bladder.  In  a  table  of  29  cases  published  by  Lusk, 
16  discharged  foetal  bones  and  debris  by  the  rectum,  4  by  the  vagina, 
6  by  the  abdominal  walls  below  the  level  of  the  umbilicus ;  3  are 
indefinitely  described.  The  cases  usually  end  so  about  mid-term  ;  never 
in  this  way  within  the  first  two  or  three  months;  and  rarely  so  at  full 
time.  The  cases  when  so  discharging,  are  chronic,  do  not  have  peritonitis, 
and  very  often  recover. 

What,  then,  is  the  nature  of  the  extra  peritoneal  gestation  ending  as 
pelvic  abscess?  I  believe  the  two  great  factors  producing  it  are — (1) 
extra-peritoneal  development,  (2)  displacement  of  the  placenta. 

(1)  Extra-23eritonecd  Development. — By  this  is  meant  that  the  gesta- 
tion begins  in  the  Fallopian  tube,  develops  into  the  broad  ligament, 
and,  if  it  continue  its  development,  goes  on  growing  extra-peritoneally. 
This  development  explains  why  we  get  the  discharge  through  the  rectum, 
bladder,  or  vagina,  and  also  why  we  do  not  get  discharge  of  contents 
much  above  the  level  of  the  navel.  The  doubled-up  foetus  measures 
about  nine  inches  at  the  most,  while  from  pelvic  floor  to  navel  is  about 
six  inches,  and  this  accordingly  limits  the  peritoneal  elevation.  The 
extra-peritoneal  development  of  placenta  and  foetus  does  not  explain, 
however,  the  death  of  the  foetus.  There  is  no  reason  why,  as  the  result 
of  this  extra-peritoneal  attachment  of  the  placenta,  the  foetus  should 
die,  as  the  normal  placenta,  I  hold,  develops  in  connective  tissue.  We 
need  another  factor,  viz.  : — 

(2)  Displacement  of  the  Placenta.— Thi^  has,  as  yet,  been  found  only 
in  the  specimen  of  advanced  gestation  examined  by  Dr  Carter  and 
myself.  Here  the  placenta  is  attached  to  the  extra-peritoneal  tissue  of 
the  anterior  abdominal  wall,  its  upper  edge  being  10  inches  above  the 
pubis.  In  its  minute  structure  the  villi  were  found  compressed,  with 
large  areas  of  blood  crystals  and  cicatricial  connective  tissue.  The  slow 
displacement  had  caused  blood  effusion,  and  the  organisation  of  this  gave 
rise  to  the  remarkable  changes  I  have  mentioned. 

/  therefore  urge,  as  an  exp)lanation  of  cases  of  extrauteiine  gestation 
ending  as  abscess,  that  such  began  in  the  Fallopian  tube  and  developed  into 
the  broad  ligament.  The  relative  position  of  foetus  and  placenta  is  of  the 
greatest  importance.  In  this  special  class  of  case  the  foetus  lies  below, 
and  as  it  groivs,  dispilaces  up  the  placenta.  This  causes  the  serious 
changes  in  the  placenta,  death  of  the  foetus,  and  its  subsequent  dis- 
charge. The  dead  foetus  lies  next  bowel  unprotected  by  peritoneum, 
and  we  get  foetid  infection,  as  in  ischio-rectal  abscess.    An  extrauterine 
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gestation  in  the  left  broad  ligament  early  touches  the  rectum,  whereas, 
on  the  right  side,  considerable  development  must  take  place  before  colon 
or  rectum  is  reached.  A  statistical  inquiry  on  broad  ligament  cases  in 
relation  to  this  point  would  be  of  great  interest. 

It  may  be  urged,  however,  that  this  displacement  of  the  placenta  has 
only  been  noted  by  myself,  and  that  it  may  be  exceptional.  Undoubtedly 
we  must  get  further  confirmation  ;  but  there  are  many  facts  indirectly 
supporting  it.  In  the  first  place,  in  cases  perforating  in  the  rectum,  the 
fojtus  is  felt  low  down  and  close  to  vagina  or  rectum.  In  the  next  place, 
in  several  trustworthy  cases  where  the  foetus  has  been  living  at  the  end 
of  pregnancy  and  where  post-mortem  examination  was  made,  the  placenta 
was  found  lower  and  extra-peritoneal,  and  the  foetus  above  it  in  the 
peritoneum.  Barbour,  Croom,  and  Webster  have  brought  forward 
instances  of  this  in  our  own  Society.  Indeed,  we  may  say  that  a  sine 
qiid  non  for  the  safe  development  of  the  fojtus  in  broad  ligament  gestation 
is  "  the  positiofi  of  the  foetus  above  the  placenta,  so  that  in  its  subsequent 
extra-peritoneal  (palatial  or  complete)  development  it  does  not  displace  the 
placenta." 

In  conclusion,  I  wish  to  summarise  my  present  opinions  on  the  gross 
pathological  anatomy  of  extrauterine  gestation,  and  add  some  cautions 
which  I  think  may  be  of  use  to  future  investigators. 

1.  In  the  great  majority  of  cases,  extrauterine  gestation  begins  in 
some  part  of  the  Fallopian  tube.  It  very  rarely  develops  to  an  advanced 
period  in  the  intact  tube.  A  good  sectional  and  accurate  demonstration 
of  a  tubo-ovarian  pregnancy  is  still  a  desideratum. 

2.  Ovarian  pregnancy  is  one  of  the  rarest  occurrences  possible. 

3.  From  the  tubal  pregnancies  we  get  the  starting-point  of  most  of 
the  sequelee  of  extrauterine  pregnancies,  as  Tait  first  suggested : — (a) 
Kupture  up  to  the  third  month  through  the  peritoneal  part  of  the  tube. 
(b)  Development  in  tube  and  broad  ligament,  with  foetus  above  and 
placenta  below.  This  development  may  go  on  extra-peritoneally  with 
child  alive  and  placenta  not  displaced.  Another  possibility  is  that  the 
foetus  may  escape  through  the  peritoneal  lamina  into  the  peritoneal 
cavity,  the  placenta  remaining  extra-peritoneal  or  in  the  Fallopian  tube 
(Croom  and  Webster). 

When  the  child  is  low  and  the  placenta  displaced,  we  get  the  sup- 
purative termination  described  more  particularly  in  the  present  paper. 
This  may  be  put  in  the  following  tabular  form  : — 

Scheme  of  Classification  of  Extrauterine  Pregnancy. 

1.  Ovarian  (extremely  i-are). 

2.  Primary  intra-peritoneal  (not  proved  as  yet,  and  improbable). 

3.  Fallopian  tube  :  interstitial;  in  isthmus  ;  in  ampulla  usually;  tubo- 
ovarian  not  well  demonstrated.   From  Fallopian  tube  form  wc  may  get — 
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(a)  Rupture  and  intra-peritoneal  ha)matocele  (first  to  third  month). 
(6)  Development  in  tube  to  nearly  full  time  (excessively  rare), 
(c)  Development  into  broad  ligament  (intra-ligamentous ;  subperi- 
toneo-pelvic). 

(1)  Continued  extra-peritoneal  development,  with  placenta  below; 

may  get  living  child. 

(2)  Development  with  placenta  displaced ;  death  of  child ;  suppura- 

tion and  discharge  by  bowel. 

(3)  Development  with   placenta   below,  extra-peritoneal   and  not 

displaced ;  child  may  escape  with  or  without  amnion  into 
peritoneum. 

What  we  term  "  abdominal  pregnancies," — i.e.,  advanced  extrauterine 
gestation — may  arise  as  follows  : — 

(a)  From  an  early  rupture  (up  to  third  month)  of  a  Fallopian  tube 
gestation,  the  foetus  only  escaping,  the  cord  remaining  unruptured,  and 
the  placenta  remaining  and  developing  in  the  tube  (Groom  and 
Webster). 

(b)  Development  from  Fallopian  tube  into  broad  ligament ;  foetus 
escaping  into  peritoneixm  ;  placenta  remaining  behind  in  extra-peritoneal 
tissue  (Barbour). 

(c)  Development  of  foetus  and  placenta  entirely  extra-peritoneally 
(Hart  and  Carter). 

The  exact  nature  of  Lithopsedion  is  unknown. 

I  have  now  to  conclude  with  some  gener;al  considerations  on  this 
subject.  It  may  seem  a  strong  statement  to  make,  but  it  is  at  the  same 
time  true  that  there  is  hardly  any  subject  in  obstetrics  on  which  there 
has  been  so  much  error  as  in  extrauterine  gestation.  For  this  there 
have  been  two  great  reasons.  The  first  is  the  belief  so  long  accepted, 
and,  as  yet  tenaciously  held  by  many,  that  advanced  gestations  are  not 
derived  from  the  Fallopian  tube  via  the  extra-peritoneal  tissue,  but  are 
primarily  peritoneal.  By  this  they  mean  that  the  placenta  is  primarily 
implanted  on  peritoneum.  Now,  this  has  never  been  demonstrated,  but 
has,  unfortunately,  dominated  and  misled  investigators.  It  is  remark- 
able that  the  other  great  dogma  as  to  the  peritoneum,  viz.,  the  old  error 
of  the  danger  of  operating  on  it,  retarded  the  progress  of  abdominal 
section  for  years.  I  believe  the  doctrine  of  the  primary  peritoneal 
gestation  is  responsible  for  much  of  the  confusion  in  extrauterine 
gestation,  and  the  sooner  this  Jonah  is  cast  overboard  the  better. 

No  case  of  primary  or  secondary  implantation  of  the  placenta  on 
peritoneum  has  been  proved.  One  of  the  best  recorded  cases  by  Walker, 
quoted  in  Miiller's  Handbuch  by  Kiistner,  is  not  by  any  means  proved  to 
be  such.  Not  only  is  the  evidence  defective,  but  the  record  makes  it 
very  probable  that  the  case  was  originally  extra-peritoneal,  and  that  the 
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fa^tus  ruptured  into  the  peritoneal  cavity,  leaving  the  placenta  behind 
in  the  connective  tissue.  Then  the  drawing  of  the  minute  structure  of 
the  placenta  shows  a  condition  exactly  the  same  as  I  have  found  in  a 
case  where  the  placenta  developed  without  displacement  in  the  extra- 
peritoneal tissue. 

I  do  not  deny  that  primary  peritoneal  implantation  of  the  placenta 
may  take  place,  but,  at  present,  evidence  of  its  occurrence  in  woman  is 
quite  awanting. 

The  second  cause  of  retardation  has  been  the  method  of  investigation 
usually  adopted  in  advanced  cases.  Until  pathologists  examine  the 
entire  cadaver  by  freezing  and  section  cutting,  or  at  least  remove  the 
gestation  with  the  bony  pelvis  in  connection  and  investigate  it  in  a 
similar  manner,  they  had  better  bury  the  preparation  than  inflict  on  us 
the  results  of  their  work. 


CHAPTER  XX. 


ALLEGED  GROWTH  OP  THE  PLACENTA  IN  EXTRA- 
UTERINE GESTATION  AFTER  THE  DEATH  OF  THE 
FCETUS. 

AViTHiN  recent  years  the  statement  has  been  confidently  made  by  several 
eminent  gyneecologists  that  the  placenta  in  extrauterine  gestation  may 
grow  after  the  foetus  has  died.  Up  till  recently  I  was  of  the  same 
opinion,  but  fresh  consideration  of  this  belief  in  the  light  of  new  material 
has  seriously  shaken  me  in  it,  and  I  therefore  wish  to  reopen  this  question. 

Mr  Lawson  Tait  says :  "  As  I  am  responsible  for  having  made  a 
■  statement  that  I  had  seen  the  placenta  growing  after  the  foetus  had 
clearly  been  dead  for  some  time,  let  me  here  draw  the  attention  of 
Dr  Buckmaster  and  others  to  the  evidence  upon  which  the  statement  is 
based.  In  Case  No.  VI.  the  rupture  had  occurred  apparently  in  the 
tenth  or  eleventh  week  of  a  gestation,  and  the  placenta  was  lying  in  the 
midst  of  a  quantity  of  clots  as  a  round  mass  the  size  of  a  cricket  ball, 
for  the  most  part  in  the  wall  of  the  tube,  for  when  the  tumour  was 
removed  the  placenta  was  still  adherent  to  part  of  its  inner  surface  and 
the  pelvic  mass  was  intact.  On  slitting  it  open  the  ovum  cavity  was 
found  to  contain  about  a  dessert-spoonful  of  liquor  amnii,  but  there  was 
no  trace  of  foetus  at  all. 

"As  we  have  very  frequent  experience  of  this  kind  of  incident — the 
growth  of  a  huge  placenta,  embracing  a  small  ovum  cavity  without  any, 
or  with  only  a  slight,  trace  of  a  foetus  in  the  so-called  uterine  '  moles '  we 
have  no  reason  to  do  other  than  expect  that  it  will  occasionally  occur  in 
tubal  pregnancy.  As  a  matter  of  fact  such  was  the  state  of  matters  in 
this  case. 

"  In  Case  XIX.,  when  the  foetus  was  found  it  was  only  about  two  and 
one-half  inches  long,  and  had  evidently  been  dead  for  some  considerable 
time,  for  it  was  partly  digested,  whereas  the  placenta  had  grown  to  be 
quite  as  large  as  that  of  an  intrauterine  foetation  of  four  months,  and  it 
had  been  forming  adhesions  to  intestine  and  omentum,  giving  rise  to 
recurrent  hemorrhages,  for  which  the  operation  had  ultimately  to  be 
performed. 

"  Similar  appearances  occurred  also  in  Cases  XXIV.,  XXX.,  XXXII., 
and  XXXVII. 
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"  In  lookin-  over  the  records  of  cases  which  have  gone  beyond  the  full 
period  of  gestation,  I  find  numerous  illustrations  which  cjxnnot  be  other 
than  tlie  growth  of  the  placenta  after  the  death  of  the  chdd.  No 
en.phasis  in  any  case  is  laid  upon  this  fact  but  the  ;^---^^t.ons  com- 
pletely establish  it.  In  a  case  mentioned  by  the  first  Mr  Samuel  Hey 
of  Leeds,  the  patient  went  over  the  nine  months  with  a  false  labour,  and 
tlie  child  died.  Three  months  after  the  mother  succumbed  from  the 
surterinos  involved  in  the  carriage  of  the  ectopic  gestation.  The  child 
was  found  to  be  fully' developed  and  showed  no  marks  of  decomposition. 
As  the  child  had  attained  a  size  so  unusual  as  to  weigh  nearly  two 
pounds  and  a  half,  the  cyst  was  supposed  to  be  the  right  Fallopian  tube 
but  the  description  makes  it  perfectly  clear  that  it  was  the  right  broad 
ligament  together  with  the  tube.  The  placenta  in  this  case  must  have 
grown  greatly  after  the  death  of  the  child." 

The  following  opinions  were  given  at  a  discussion  in  the  London 
Obstetrical  Society  in  1887  : 

"Another  point  in  which  Mr  Tait  was  greatly  interested  was  that 
indicated  by  Mr  Knowsley  Thornton  when  he  gave  evidence  to  the 
effect  that  the  placenta  grew  after  the  death  of  the  fcetus.  When 
evidence  on  this  point  Avas  first  brought  forward,  it  was  one  of  the 
observations  to  which  he  (Mr  Tait)  had  listened  with  great  hesitation, 
and  he  had  several  times  written  to  this  effect,  for  he  could  not  believe 
it.  But  there  could  be  no  question  now  that  it  was  so,  that  after  the 
foetus  died  the  placenta  went  on  growing  in  at  least  a  fairly  large 
number  of  these  cases." 

In  the  same  debate  Dr  G.  E.  Herman  said :  "  There  were  two  kinds 
of  placenta  met  with  in  extrauterine  gestation :  one  kind  was  thin  and 
spread  out,  having  very  extensive  attachments,  and  this  kind  would 
evidently  be  very  difficult  of  complete  removal,  and  much  more  difficult 
at  term  than  at  the  fourth  month,  as  in  the  case  related  by  Mr  Tait. 
There  were  other  cases  in  which  the  placenta  formed  a  thick,  solid 
lump,  thicker  than  a  normal  placenta,  and  closer  in  texture,  looking  not 
unlike  a  piece  of  hepatised  lung.  In  this  kind  the  vascular  connection 
between  the  placenta  and  the  maternal  structures  was  much  less 
extensive  and  the  placenta  could  be  removed  without  great  difficulty. 

"He  had  exhibited  to  the  Society  at  its  meeting  on  2nd  June  1886, 
an  extrauterine  foetus  and  placenta  which  he  had  successfully  removed. 
In  that  case  the  placenta  was  of  this  kind  and  its  removal  was  easy. 
The  placenta  now  shown  of  Dr  Champneys'  case  presented  the  same 
characters,  and  he  gathered  from  the  paper  that  it  was  so  loose  that  it 
might  have  been  easily  removed, 

"  Mr  Knowsley  Thornton  had  exhibited  to  the  Society  a  foetus  and 
placenta  which  he  had  removed  with  success,  and  the  condition  of  this 
placenta  was  similar. 
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"  So  was  the  one  exhibited  this  evening  by  Mr  Doran,  and  there  was 
another  in  the  museum  of  tlae  Royal  College  of  Surgeons  which  was  like 
those  already  mentioned.  Judging  from  the  cases  at  present  known  to 
him,  he  thought  this  transformation  of  tlic  placenta  into  a  fleshy  mass 
easy  of  removal  took  place  after  the  death  of  the  foetus.  It  would  help 
greatly  in  treatment  if  we  knew  upon  what  these  diflferences  in  the 
placenta  depended,  and  could  diagnose  the  condition  of  the  placenta 
before  operation." 

Mr  Knowsley  Thornton,  in  a  case  which  he  believed  to  be  tubal 
(the  tumour  reached  nearly  to  tlie  umbilicus),  stated  that  "the  foetus 
would  appear  to  have  died  about  the  beginning  of  the  fourth  montli, 
while  the  placenta  continued  to  grow,  and  hence  at  the  time  of  operation 
presented  that  peculiar  solid  mass  which  simulated  a  solid  ovarian  or 
uterine  tumour." 

Freelaud  Barbour,  in  describing  a  frozen  section  of  an  extrauterine 
gestation  which  had  advanced  to  the  middle  of  the  fifth  month,  speaks 
of  death  having  been  caused  by  haemorrhage  from  "the  continued 
growth  of  the  placenta  after  the  foetus  had  died." 

In  his  recent  most  valuable  woi-k  on  the  Surgical  Diseases  of  the 
Ovaries  and  Fallopian  Tuhes,  Mr  Bland  Sutton  expresses  himself 
guardedly,  saying:  "In  the  majority  of  cases  the  foetus  dies.  When 
this  event  occurs  at  the  fourth  or  fifth  month  there  is  reason  to  believe 
that  the  placenta  may  in  some  instances  continue  to  grow,  instead  of 
undergoing  atrophy." 

It  is  evident  from  these  quotations  that,  among  several  observers 
well  qualified  to  jvidge,  it  is  held  that  the  placenta  undeniably  large  as 
compared  with  that  of  normal  pregnancy,  found  in  cases  of  extra- 
uterine gestation  where  the  foetus  has  died,  is  due  to  a  growth  of  the 
placenta  continuing  after  the  death. 

Yet  for  this  statement  there  seems  to  me  no  adequate  proof. 

Before  one  could  make  such  a  deduction  it  must  be  shown  : 

1.  That  the  placenta  in  cases  where  the  fcetus  is  alive  is  distinctly 
smaller  than  in  those  where  for  some  time  previous  to  examination  the 
fcetus  hafexiied. 

2.  The  part  that  so  grows  should  be  demonstrated  microscopically 
by  an  examination  of  such  cases  as  are  indicated  under  1. 

This  proof,  however,  has  not  been  given,  and  it  may  simplify  this 
part  of  the  paper  if  I  say  that,  so  far  as  I  have  read,  no  proof  has  ever 
been  brought  forward. 

It  is  an  undoubted  fact  that  the  extrauterine  placenta  is,  to  the 
naked  eye,  markedly  different  from  the  normal  one.  If  we  take  the 
placenta  as  displayed  in  the  more  recent  literature,  we  find  that  on 
section  it  is  a  dense,  liver-like  substance,  resembling  closely  a  blood-clot 
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hardened  in  spirit.  So  unlike  normal  placenta  is  it.  that  ones  first 
thought  on  looking  at  it  is  that  it  is  some  solid  tumour. 

I  have  personally  examined,  po.t-mortem,  four  cases  of  extrauterme 
testation  in  regard 'to  the  question  of  this  alleged  growth  of  the  placenta 
after  the  death  of  the  footus.  One  of  these  was  a  broad-ligament 
.testation,  the  others  were  advanced  abdominal  gestations.  All  were 
examined  by  means  of  frozen  sections,  and  microscopical  exammation  of 
the  placenta  was  also  made.  These  cases  are  now  to  be  considered  so 
far  as  they  bear  on  our  present  inquiry. 

I  Broad-ligament  Gestation.— This  was  a  pregnancy  which  had 
developed  between  the  layers  of  the  broad  ligament,  and  was  about  the 
fourth  and  a  half  month.  The  foetus  lay  below  in  the  sac,  while 
the  placenta  was  at  the  roof  of  the  sac.    This  specimen  is  figured  m 


U..  c.: 


Fig.  43. 

Placenta  or  Extrauterine  Ge&tation  at  4i  Months,    x  200.  r.,  Villus,  c.t.,  Connective  tissue  ; 
h.c,  Heinatoidin  cry.stal8  ;  /.,  Leucocyte.s  ;  r/.r.,  Granular  debris. 


the  original  paper  by  Dr  Carter  and  myself,  and  copied  in  Tait's  Ectopic 
Gestation  and  Bland  Sutton's  Surgical  Diseases  of  the  Ovaries  and  Fallopian 
Tubes.  The  foetus  was  quite  fresh  and  not  macerated,  and  seemed  less 
advanced  than  one  would  have  expected. 

The  placenta  formed  a  firm  mass  attached  to  the  extraperitoneal 
surface  of  the  top  of  the  broad  ligament,  and  measured  two  and  three- 
quarter  inches  (vert.)  by  two  inches  (breadth)  by  three  inches  (antero- 
posteriorly). 

On  microscopical  examination  it  is  found  to  be  made  up  of  villi  which 
in  structure  and  arrangement  differ  considerably  from  the  normal  (fig.  47). 
They  are  disposed  very  irregularly  and  are  not  nearly  so  numerous  as  in 
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an  ordinary  placenta.  The  individual  villi  are  compressed,  so  that  the 
connective  tissue  of  which  they  are  formed  is  much  denser  than  usual 
and  the  nuclei  crowded  very  closely  together.  Only  here  and  there  are 
vessels  to  be  found  in  the  villi.  A  covering  of  a  single  layer  of  flattened 
epithelium  can  usually  be  traced  round  them,  but  sometimes  this  seems 
to  have  disappeared.  These  villi  are  embedded,  not  in  blood  spaces  as 
in  the  normal  placenta,  but  in  connective  tissue  of  the  ordinary  areolar 
variety,  in  which  are  a  certain  number  of  fiit  cells,  and  which  is  here 
and  there  traversed  by  bands  of  unstriped  muscular  fibres.  This 
connective  tissue  is  sometimes  compressed  in  the  neighbourhood  of  the 
villi,  and  in  the  same  situation  its  meshes  are  often  full  of  leucocytes. 
The  blood  vessels  of  this  connective  tissue  are  fairly  numerous,  but 
stand  in  no  very  traceable  relation  to  the  villi.  But  the  most  striking 
feature  in  the  sections  is  the  enormous  number  of  hematoidin  crystals 
scattered  through  them.  These  are  evidently  the  result  of  old  blood 
extravasations,  and  these  have  apparently  occurred  at  different  dates,  to 
judge  from  their  disposition.  There  are  brown  masses,  as  large  as  peas, 
here  and  there  in  the  preparations,  entirely  made  up  of  crystals,  large 
and  small,  whilst  all  through  the  connective  tissue,  but  especially  close 
to  the  villi,  are  smaller  foci  in  which  the  crystals  are  usually  small.  All 
trace  of  red  blood  corpuscles  has  disappeared  from  these  masses,  but 
many  leucocytes  are  to  be  found  in  the  smaller  ones  and  at  the  margins 
of  the  larger  masses,  where  also  there  is  a  certain  amount  of  newly  formed 
connective  tissue.  These  extravasations  have  often  displaced  the  con- 
nective tissue  considerablj'  from  around  the  villi,  and  compressed  villi 
are  here  and  there  to  be  seen  in  the  midst  of  the  larger  masses  of 
crystals.^     (Fig.  43.) 

II.  Case  of  Advanced  Extraperitoneal  Gestation.  —  Here  the 
woman  was  supposed  to  have  gone  beyond  the  time  of  normal  pregnancy. 
The  foetus  had  begun  to  decompose,  but  was  fairly  well  nourished  and 
not  macerated.    It  weighed  two  pounds  four  ounces. 

The  placenta  was  attached  to  the  anterior  abdominal  wall  and  inner 
sixrface  of  the  peritoneum  as  follows  :  It  measured  five  and  two-fifth 
inches  vertically,  three  and  one-fourth  inches  from  side  to  side,  and 
three  and  one-fourth  inches  antero-posteriorly  (thirteen  and  one-half  by 
eight  by  eight  centimetres),  i.e.,  was  somewhat  cocoanut-shaped.  To 
the  naked  eye  and  touch  it  had  a  firm,  spirit-hardened,  liver-like  aspect. 
On  microscopical  examination  it  was  found  practically  to  be  connective 
tissue,  with  large  areas  of  extravasated  blood  crystals  and  tortuous, 
distorted  villi,  with  more  or  less  degenerated  epithelium.  More  parti- 
cularly it  may  be  described  as  follows  :  In  this  case  the  placenta  is 
formed  almost  entirely  of  the  foetal  villi  and  blood-clot  more  or  less 


'  The  description  of  tlie  microscopical  conditions  is  that  Of  my  assistant,  Dr  LoveU  GuUantl,  -n  ho 
is  an  expert  in  tiiis  matter. 
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oro-anised  :  the  maternal  connective  tissue  takes  little  or  no  part  ni  its 
structure  The  villi  are  greatly  altered,  and  are  much  move  compresse.l 
than  those  in  Case  I.,  the  alteration  in  them  consisting  rather^  ni  an 
extreme  tortuosity  and  distortion  of  the  villus  as  a  whole  than  m  any 
very  marked  pathological  change  in  its  individual  elements.  Ihe  villus 
stems  are  generally  isolated,  and  often  widely  separated  from  one 
•mother  They  are  embedded  in  connective  tissue  of  a  very  low  type, 
apparently  the  result  of  organisation  of  blood  clot,  as  numerous  masses 
of  hematoidin  crystals  are  found  scattered  through  it.  Some  of  the 
crystals  are  very  large,  others  very  small ;  but  they  are  not  so  numerous 


Fig.  44. 

Placekta  of  Extrauterine  Gkstation  at  Full  Term,    x  250.    r..  Villus;  h.'-.,  HematoiJin 
crystals;  c.t.c,  Connective-tigsue  coipiisoles  ;  c.t.f..  Connective-tissue  fibres  ;  /.,  Leucocytes. 

as  a  whole  as  in  Case  I.,  and  the  organisation  of  the  extravasations  has 
gone  on  to  greater  perfection.  Many  capillaries  are  to  be  found  in  tlie 
more  fully  organised  parts  of  the  intervillous  tissue,  few  in  the  less  per- 
fectly organised  areas.  Leucocytes  are  numerous,  but  they  have  not 
the  same  marked  relation  to  the  villi  as  in  Case  I.,  nor  are  the  capillaries 
arranged  with  any  relation  to  the  villi.    (Fig.  44.) 

III.  Abdominal  Gbstatiox  :  Foetus  at  Full  Time  in  Peritoneal 
Cavity,  with  Placenta  lying  beneath  Pelvic  Peritoneum  and  in 
PART  above  Bladder. — This  specimen  has  not  been  specially  described 
before.    Abdominal  section  was  performed  by  Pi'of.  Simpson  and  a 
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dead  foetus  extracted.  On  post-mortem  the  pelvis  was  removed  by 
Dr  Freeland  Barbour,  to  whose  great  kindness  I  owe  the  specimen. 

Tlie  points  of  interest  in  the  clinical  history  are  as  follows  :  Last  men- 
struation, beginning  of  July,  1886;  severe  vomiting  in  September,  with 
bloody  discharge  and  apparent  abortion  (evidently  a  decidua) ;  then  a 
great  deal  of  pain,  persisting  for  weeks,  beginning  usually  at  10  p.m.  and 
lasting  till  4  or  5  a.m.;  in  beginning  of  April  foetal  movements  ceased, 
pain  passed  off,  and  abdomen  diminished  in  size. 

On  physical  examination  a  tumour  is  felt  reaching  from  pelvis  and 
right  iliac  fossa  up  to  below  left  ribs ;  vertical  measurement,  eight 
inches.  Head  of  foetus  can  be  felt  between  examining  hands  immediately 
below  ribs  on  left  side.  The  foetal  limbs  lie  to  front  and  right,  and  are 
felt  distinctly.  No  bruit  or  foetal  heart.  On  vaginal  examination  os 
uteri  admits  tip  of  finger;  rest  of  examination  unsatisfactory,  but  a 
round,  elastic  swelling  is  felt  through  roof  of  vagina  (placenta).  ^ 

This  patient  unfortunately  vacillated  between  her  medical  attendants 
and  was  seen  at  various  periods  by  at  least  three  specialists.  Symp- 
toms of  peritonitis  and  obstruction  of  the  bowels  came  on  after  dilatation 
of  the  cervix  with  tents,  and  on  22nd  May  Prof.  Simpson  performed 
laparotomy  and  extracted  the  child,  now  dead,  from  the  amniotic  cavity 
lying  intraperitoneally.  The  cord  was  found  separated  about  two  inches 
from  the  navel.  The  placenta,  which  lay  below,  was  not  touched. 
Patient  died  at  10  a.m.  on  May  24,  1887.  The  child  weighed  five 
pounds,  measui-ed  twenty  inches ;  skin  peeling  and  bones  of  head  soft. 
It  was  fully  developed,  and  had  no  external  malformation  except  right 
talipes  varus. 

When  the  pelvis  was  removed  it  was  frozen  and  sawn  (fig.  45)  in 
sagittal  mesial  section. 

The  uterus  (which  measures  three  and  one-half  inches  in  length)  lies 
retroposed,  and  the  placenta  is  extraperitoneal,  placed  beneath  the  pelvic 
peritoneum  and  in  the  middle  line,  above  the  bladder.  It  is  a  rounded 
mass,  measuring  four  inches  in  all  its  diameters.  It  has  the  ordinary 
liver-like  aspect  and  is  firm  to  the  touch.  Large  veins  are  seen  lying  at 
its  anterior  and  posterior  edges.    (Fig.  45.) 

The  placenta  here,  on  microscopical  examination,  presents  a  much 
more  nearly  normal  appearance  than  in  either  of  the  foregoing  cases. 
In  some  places  the  villi  are  as  closely  packed  together  as  in  the  normal 
placenta,  and  they  are  in  most  situations  identical  in  appearance  with 
normal  villi,  but  here  and  there  they  are  widely  sepai*ated  from  one 
another.  In  this  placenta  also  blood  extravasation  has  occurred ;  the 
villi  are  embedded,  not  in  connective  tissue,  but  in  blood-clot.  In  this 
the  outlines  of  the  red  blood  corpuscles  are  still  recognisable  in  places, 
thdugh  there  are  many  fibrin  threadis  running  through  it,  and  in  some 

1  Report  by  Dr  J.  Hutchison,  Dr  Keiller'a  resident  physician,  Royal  Maternity  Hospital. 
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places,  especially  round  some  of  the  villi,  dense  layers  have  been 
deposited  There  are  many  hematoidin  crystals  also,  all  of  large  size, 
and  found  almost  exclusively  near  the  villi.     There  is  little  or  no 
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Fig.  45. 

Sagittal  Mksial  Section  of  Pelvis,  showing  extraperitone.al  placenta  (J). 


maternal  connective  tissue,  except  near  the  margin  of  the  placenta,  and 
in  the  specimens  examined  the  blood-clot  had  nowhere  as  yet  become 
organised.    (Fig.  46.) 

IV.  Case  op  Full-time  Intraperitoneal  Extrauterine  Pregnancy; 


174 


SELECTED  P AIDERS. 


Placenta  in  Tube,  Fujtus  and  Amniotic  Sac  in  Peritoneal  Cavity  ; 
Laparotomy  by  Dr  Halliday  Groom  and  Dead  Child  extracted  ; 
Mother  died. — This  case  will  shortly  be  published  in  extenso  by 
Dr  J.  C.  Webster,  who  has  in  the  meantime  kindly  given  me  the 
following  abstract  of  his  work  : 

"Chief  facts  regarding  nature  of  placental  sac,  placenta,  and  mem- 
branes in  full-time  '  tubo-pcritoneal  ectopic  gestation  ' : 

"  1.  Increase  in  size  of  Fallopian  tube  accompanying  the  growth  of 


Fig.  4G. 

Placenta  of  Extrauterine  Gestation  at  Full  Term,    x  50.   r.s.,  Villus  stem  ;  r.,  Villus; 
b.c,  Blood-clot ;  h.<\,  Hematoidin  crystalis  ;  /.,  Fibrin  strands. 


placenta,  due  to  increase  in  connective  tissue  and  muscle,  chiefly  in 
former. 

"  2.  The  proportion  of  these  two  elements  to  each  other  is  the  reverse 
of  what  is  found  in  the  normal  tube,  the  connective  tissue  now  being 
greatly  in  excess. 

"3.  The  connective  tissue  is  more  compact'' for  most  part  and  the 
fibres  in  many  places  larger  than  in  normal  tube. 
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"4.  The  normal  arrangement  of  the  mnscle  in  two  layers  is  com- 
pletely altered,  the  fibres  being  found  in  groups,  which  run  in  various 

directions.  •      ,         i  -i 

"  5.  There  is  enormous  enlargement  of  vessels  opposite  placental  site, 
and  the  large  sinuses  are  found  chiefly  in  deep  layers  of  the  wall. 

"  6.  Trabecula)  containing  vessels  extend  into  placenta  from  the  wall. 

"  7.  The  epithelium  normally  lining  tube  no  longer  exists,  no  glandular 
layer  like  that  found  in  uterine  pregnancy  being  seen. 

"  8.  No  decidual  cells  are  found  anywhere  in  placental  sac  wall. 

"  9.  Placenta,  at  time  of  operation  in  its  sac,  was  a  discoid  mass  in 
left  side  of  pelvis,  extending  above  brim  for  about  three  inches. 

"10.  After  death  (thirty-eight  hours  after  operation)  the  shape 
became  changed  owing  to  blood  extravasation  into  its  substance,  so 
that  it  was  found  as  an  irregular  rounded  mass,  the  greater  portion  of 
the  placenta  being  destroyed. 

"11.  Sections  of  unaltered  placental  tissue  resemble  closely  those  of 
normal  placenta  in  uterine  pregnancy. 

"12.  Villi  are  seen  attached  to  sac  wall. 

"13.  Trabecular  bands  of  various  sizes  pass  from  sac  wall  into- 
placental  substance. 

"  14.  In  several  places  the  placental  structure  is  much  altered  by 
old  hfemorrhages,  the  villi  being  compressed  and  having  lost  their  cover- 
ing epithelium,  in  some  cases  having  a  sort  of  hyaline  degeneration,  but 
in  most  cases  having  become  very  fibrous,  their  vessels  being  obliterated 
and  indicated  by  lines  of  blood  crystals.  Blood-clots  are  seen  in  various- 
stages  of  degeneration. 

"  15.  The  amniotic  covering  resembles  that  seen  in  an  ordinary 
placenta. 

"  16.  The  chorionic  layer  under  the  amnion  is  of  dense  fibrous  tissue,, 
from  which  villous  stems  project. 

"  17.  Secondary  (peritoneal)  sac  which  contained  the  foetus  is  lined 
throughout  with  amnion  which  in  many  places  is  considerably  wrinkled, 

"It  consists  of  a  layer  of  cubical  epithelial  cells  resting  on  a  thin 
layer  of  connective  tissue,  which  is  attached  to  fibrous  layer — altered 
and  thickened  peritoneal  covering  of  the  various  structures  to  which  it 
was  attached." 

I  have  now  to  consider  Avhat  explanation  is  to  be  given  of  the 
undeniably  altered  conditions  of  the  placenta,  especially  in  the  first 
three  cases,  to  which  the  present  remarks  apply. 

The  (/rdinary  belief  is  that  the  placenta  has  grown  after  the  death  of  the 
fretus. 

Now,  no  statement  has  been  made  as  to  what  part  of  the  placenta 
grows.  It  cannot  be  the  foetal  portion,  as  the  footus  is  alleged  to  be 
dead,  and  there  is  no  special  maternal  portion  in  advanced  cases  except 
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tlie  ordinary  connective  tissue,  and  no  reason  why  this  should  grow- 
when  the  active  villi  are  dead.  The  increase  in  bulk  of  the  placenta  is 
brought  about  by  organised  blood-clot,  and  we  see  no  reason  why  the 
death  of  the  foetus  should  cause  this  blood  efiusion.  The  apparent 
reason  for  this  belief  seems  to  be  that  the  alleged  primary  extrauterine 
gestation,  where  the  villi  were  supposed  to  graft  themselves  on  the 
peritoneum  and  where  the  placenta  was  necessarily  stationary,  seemed 
to  call  for  this  alleged  growth  of  placental  tissue  after  the  death  of  tlie 
foetus  as  the  only  explanation  of  the  unusual  placental  bulk.  'J'he 
primary  grafting  of  villi  on  the  free  surface  of  the  peritoneum  is,  how- 
ever, a  myth,  and  so  with  its  discredit  the  dependent  myth  of  the 
placental  growth  after  foetal  death  must  disappear. 


yep. 


Fig.  47. 

Transverse  Section  of  Villus  i'ROM  Placenta  of  a  Normal  Six  Weeks'  Pregnancy,  x  400. 
ep. ,  Double  epithelial  layer ;  c.i.c,  Connective-tissue  corpuscle  ;  i.r.,  Blood  vessels ;  r.b.c.  Red 
■falood  corpuscle. 

I  believe  that  the  increased  hulk  of  the  placenta  is  j)i'oduced  only  during 
the  life  of  the  fcetus  and  not  after  its  death. 

In  none  of  the  four  cases  I  record  can  one  trace  any  special  relation 
between  the  bulk  of  the  placenta  and  foetal  death.  In  Cases  II.  and  III. 
the  foetuses  were  well  developed  and  near  full  time,  and  in  Case  I.  the 
foetus  was  evidently  not  long  dead.  The  real  explanation  of  the  increased 
size  and  altered  structure  is  much  more  probably  as  follows :  We  now 
know  that  there  is  no  primary  peritoneal  pregnancy — i.e.,  no  case 
known  where  the  placenta  has  had  the  free  peritoneal  surface  as  its 
maternal  portion.  Advanced  abdominal  gestation  has  arisen  primarily 
from  a  Fallopian-tube  pregnancy  where  the  placenta  remains  in  the 
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extraperitoneal  tissue  or,  more  rarely,  in  the  tube.  The  foetus  may  be 
also  extraperitoneal,  or  by  secondary  rupture  may  lie,  with  or  without 
its  amnion,  in  the  peritoneal  cavity. 

In  this  extraperitoneal  development  of  the  placenta  we  have  two 
things  happening  wliich  do  not  occur  in  normal  pregnancy.  The 
extraperitoneal  placenta  (1)  develops  below  a  serous  membrane  which  it 
separates  from  the  subjacent  tissues ;  (2)  it  is  displaced  usually  either 
dawn  and  not  extensively  if  the  growing  foetus  lies  above  it,  or  up  and 
extensively  if  tlie  foetus  lies  below.  It  is  this  extraperitoneal  bxirroiving 
and  displaceinent  that  causes  the  blood  ejfusion  and  connective-tissue  forma- 
tion leading  to  the  larger  hulh  of  placenta,  and  it  can  Only  happen  during 
active  foetal  life.  The  altey-ations  in  the  structure  of  the  placenta,  xohen 
extensive,  cause  the  death  of  the  fceMcs,  and  in  proportion  as  these  are  less 
profound  are  the  children  healthy.    (Fig.  47). 

In  the  last  case  (Webster's,  No.  IV.)  the  placenta  developed  in  the 
tube,  was  not  subject  to  displacement  as  in  the  first  three,  and  thus  had 
no  great  alteration  in  the  structure  of  its  foetal  portion.  Unfortunately 
its  size  could  not  be  accurately  estimated,  owing  to  blood  extravasation 
the  result  of  operation. 
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A  CONTRIBUTION  TO  THE  PATHOLOGY,  SYMPTOMS,  AND 
TREATMENT  OF  ADHERENT  PLACENTA. 

Few  complications  of  the  third  stage  are  more  disliked  by  the  obstetrician 
than  adherent  placenta.  While  not  now  the  bugbear  it  was  in  former 
times,  yet  the  risks  of  haimorrhage  and  septic  mischief  make  it  still 
formidable,  although,  fortunately,  the  latter  complication  is  rare  and 
thoroughly  preventible.  "We  are  not  yet  in  a  position  to  explain  tlie 
pathology  of  this  complication.  Indeed,  to  do  so  in  any  instance  would 
require  such  an  extended  knowledge  of  the  case  before  conception  and 
after  labour  as  must  necessarily  be  rare.  I  believe  that  obstetricians 
are  to  blame  in  not  more  thoroughly  examining  the  shed  placentte  in 
adherent  cases,  although  it  may  be  urged  that  the  mischief  is  probably 
in  the  spongy  layer  and  next  the  external  wall.  Granting  even  this, 
we  do  not  as  yet  know  the  microscopic  anatomy  of  such  cases  as  we 
ought. 

My  attention  has  been  directed  to  this  subject  from  my  very  good 
fortune  in  obtaining  a  remarkable  specimen  of  an  inverted  third  stage 
uterus  with  the  placenta  adherent.  As  the  microscopical  anatomy  of 
the  specimen  is  interesting,  and  seems  to  me  to  partially  explain  such  a 
complication,  I  have  thought  it  well  to  describe  it  along  with  some 
remarks  on  its  clinical  aspects. 

In  examining  this  specimen,  I  did  so  by  making  microscopical  sections 
of  the  entire  thickness  of  the  uterine  wall  and  placenta  by  the  celloidin 
process,  so  as  to  ascertain  the  difference  of  structure  and  arrangement 
in  the  serotinal  layer  as  compared  with  a  normal  third  stage  uterus  also 
with  the  placenta  attached. 

In  the  normal  specimen  we  can  recognise  the  following  parts  between 

villi  and  uterine  wall : — 

1.  Where  the  serotina  and  villi  meet  we  have  a  band  of  dense  tissue, 
which  stains  more  deeply,  and  is  apparently  formed  by  a  blending  of 
villi  and  serotinal  tissue.  ^  Owing  to  its  density  its  exact  structure  is 
difficult  to  make  out  accurately,  but  it  is  probably  connective  tissue, 
and  processes  from  it  pass  up  between  the  villi  forming  the  partitions 

.i=^?^i^'iy^^^.la^v-v;-j-^^ 
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between  the  lobes.  Occasionally  one  sees  in  it  some  of  the  cells  of  the 
large-celled  layer. 

2.  The  large-celled  layer,  sharply  differentiated  from  the  former,  and 
made  up  of  lai-ge  endothelial-like  cells,  with  nucleus  and  nucleolus. 
Scattered  through  this  layer  are  many  nuclei  wliich  stain  deeply  with 
logwood. 

3.  The  spongy  /rt^er.— This  is  a  broad,  well-defined  layei',  with  large 
spaces  lined  by  perfect  columnar  epithelium. 

4.  A  much  less  meshy  layer  lying  on  the  uterine  muscle. 
The  contour  of  the  muscle  is  not  flat  but  toothed. 

In  the  sections  of  the  adherent  placenta  the  same  structures  can  be 
made  out,  but  the  mesh-ivorh  or  spongy  layer  is  much  less  marked,  the 
i'paces  are  viarkedly  smaller,  and  in  none  of  them  can  epitlielium  be 
detected.  There  is  no  evidence,  however,  of  chronic  inflammatory 
afl^ection — a  point  on  which  I  had  the  valuable  advice  of  Dr  Woodhead. 
The  cause  of  the  non-separation  here  depended  apparently  on  the 
defective  development  or  pathological  condition  of  the  mesh-VFork  or 
spongy  layer,  where  the  normal  plane  of  separation  for  the  placenta  lies. 
How  this  has  happened  I  am  unable  to  explain,  but  the  way  in  which  it 
prevents  separation  is  too  evident  to  require  special  remark. 

Cases  of  adherent  placenta  vary  much  in  their  degree,  and  range  from 
those  where  no  hsemorrhage  accompanies  the  third  stage,  and  where  the 
separation  of  the  placenta  is  easily  performed  by  the  hand,  up  to  those 
where  there  is  profuse  htemorrhage,  sometimes  proving  rapidly  fatal,  as 
well  as  those  where  separation  is  effected  manually  with  the  greatest 
difficulty  even  by  the  most  skilled,  and  where  the  patient  runs  grave 
risk  of  septicaemia.  A  clinical  classification  of  adherent  placenta,  there- 
fore, seems  to  me  a  requisite,  and  I  submit  the  following  as  one  based 
on  the  gravity  of  the  case,  and  thus  giving  an  idea  of  the  prognosis. 

1.  Cases  of  total  adhesion,  unaccompanied  by  hcemorrhage,  ivhere  the 
sep)aration  of  the  placenta  manually  is  easy,  and'  is  accomplished  in  the 
normal  plane  of  separation. 

2.  Gases  of  partial  adhesion,  high  up  in  the  uterus  ivhere  the  placenta  is 
separated  in  its  loiver  part ;  often  accompanied  by  serious  haemorrhage. 
The  tipper  adhesion  is  extensive. 

3.  Cases  of  adhesion  loiu  doion,  the  placenta  being  separated  above ;  not 
usually  accompanied  ivith  hcemorrhage. 

4.  Cases  of  very  perfect  adiiesion,  usually  accompanied  tvith  little  haemorr- 
hage, hut  where  separation  is  effected  manucdly  tvith  great  difficulty.  The 
placenta  may  be  separated  ivhere  the  villi  and  serotina  meet,  and  thus  the 
uterus  is  left  tvith  the  usual  deciduous  layer  of  the  serotina  still  adherent, 
and  of temoith  portions  of  the  foetal  placenta  attached. 

This  classification  is  of  course  a  sharp  one,  and  combinations  of  the 
varieties  often  occur.    The  first  class  is  the  typical  and  easy  one.  The 
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patient  has  probably  had  a  previous  endometritis,  has  a  slow  second  stage, 
and  then  a  third  stage  where  the  placenta  is  not  separated  and  expelled 
in  the  usual  time.  I  have  noticed  this  slow  second  stage  occasionally, 
and  usually  set  it  down  to  ineffective  uterine  pains  owing  to  the  adhesion 
preventing  proper  uterine  retraction.  During  the  third  stage  the  uterus 
may  contract  irregularly,  developing  nodules,  as  it  were,  in  its  contour. 
As  the  placenta  is  not  expelled  within  three  quarters  of  an  hour,  and  is 
still  in  the  uterus  and  unseparated,  the  obstetrician  makes  up  his  mind 
to  separate  manually,  a  procedure  easily  accomplished.  I  need  not  give 
the  details  of  this,  but  remark  that  the  patient  must  be  chloroformed 
and  the  vagina  douched  with  corrosive  sublimate  (1  in  3000).  The 
dorsal  posture  is  the  best,  and  both  hands  are  employed,  the  outer  one 
to  steady  and  depress  the  uterus  as  required.  The  separation  of  the 
placenta  is  best  effected  from  below  up,  the  entire  separation  being 
finished  before  expulsion  is  brought  about.  Sometimes  confusion  to  the 
inexperienced  operator  is  caiised  by  his  passing  his  hand  within  the 
membranes  instead  of  keeping  outside  them.  That  an  antiseptic  uterine 
douche  be  used  after  full  expulsion,  goes  without  saying. 

The  second  class  of  case  gives  by  far  the  most  serious  complication  at 
the  time.  Blood  pours  from  the  relaxed  uterine  wall  where  the  lower 
part  of  the  placenta  is  separated,  while  the  attachment  above  hinders 
uterine  retraction.  The  attendant,  despite  all  care  to  secure  retraction 
by  legitimate  grasping  and  friction  of  the  uterus,  by  hypodermics  of 
ergotine,  and  the  use  of  the  hot  douche,  fails,  and  unless  the  placenta 
is  properly  separated  manually,  so  as  to  remove  the  cause  of  inefficient 
uterine  action,  the  case  may  speedily  become  serious.  Cases  of  ordinary 
flooding  so  readily^  as  a  rule,  yield  to  the  usual  means  given  above,  that 
manual  removal  of  the  placenta  is  quite  unnecessary  interference.  I 
think,  however,  that  we  err  in  waiting  in  this  class  of  adherent  placenta 
before  resorting  to  sepai-ation  by  the  use  of  the  hand.  No  doubt  the 
advice  given  here  may  be  abused  by  the  inexperienced,  but  the  mistake 
can  be  rendered  harmless  by  antiseptics,  and  further  experience  will 
correct  the  error  of  undue  meddling.  I  wish,  therefore,  to  urge  caution 
in  this  instance,  viz.,  the  attendant  must  always,  in  a  flooding  that  looks 
threatening,  remember  the  possibility  of  this  dangerous  upper  adhesion 
of  the  placenta  with  the  lower  part  separated.  The  greater  the  adhesion 
above  the  greater  the  risk. 

The  fourth  class  is  not  accompanied  by  flooding,  but  the  union  of 
uterus  and  placenta  is  so  dense  that  separation  is  a  matter  of  immense 
difficulty.  The  placenta  in  such  cases  is  separated  where  the  villi  and 
serotina  blend,  and  the  separated  placenta  is  practically  the  fcetal 
portion  with  amnion  and  chorion.  This  is  the  case  where  septicajmia  is 
to  be  feared.  The  uterus  is  left  lined  by  a  layer  of  dead  tissue,  affording 
a  nidus  for  infection,  and  exposing  the  patient  to  the  gravest  septic 
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risks  Such  require  most  stringent  antisepsis  during  the  puerperium, 
and  the  immediate  use  of  the  intra-uterine  douche  if  any  threatening  of 

mischief  arise.  ^      n      •  xu 

Separation  of  the  ph^centa  when  adherent  may  occur,  therefore,  m  the 
following  planes  :  (a)  Where  villi  and  serotina  blend ;  {h)  in  normal 
spongy  layer;  {c)  even  at  a  superficial  distance  below  muscle,  usually 
only  partial. 

In  conclusion,  I  would  urge  a  more  systematic  microscopical  examma- 
tion  in  all  cases  of  adherent  placenta,  especially  where  any  superficial 
nmscle  is  removed. 


CHAPTER  XXII. 


MITRAL.  STENOSIS  AND  THE  THIRD  STAGE 
OF  LABOUR. 

Pregnancy  with  stenosis  of  the  mitral  valve  forms  one  of  the  most 
serious  cases  in  Obstetrics. .  Not  only  does  the  pregnancy  exercise  the 
most  unfavourable  effect  on  the  heart,  bringing  the  patient  in  a  few- 
months  to  the  most  advanced  stage  of  cardiac  disease,  but  we  find  also, 
on  the  completion  of  the  third  stage  of  labour,  a  most  alarming  con- 
dition often  supervening,  a  condition  that  may  speedily  be  fatal. 

This  important  complication  has  been  most  ably  brought  befoi-e  our 
Society  by  one  whose  death  w^e  all  so  much  deplore — Dr  Angus 
Macdonald — in  his  work  on  Chronic  Heart  Disease  in  Pregnancy  and 
Parturition.  I  have  no  intention  of  taking  up  the  question  of  mitral 
stenosis  in  all  the  aspects  considered  by  him,  but  merely  wisli  to  direct 
your  attention  to  its  connection  wdth  the  third  stage  of  labour.  Since 
studying  Dr  Macdonald's  monograph,  I  have  seen  several  instances  of 
the  complication,  about  eight  in  all.  Three  of  these  I  purpose  bringing 
briefly  before  you  to-night,  the  more  especially  as  in  one  of  them  a 
post-mortem  was  obtained  and  an  important  condition  of  the  heart  found. 
Of  these  eight,  seven  died ;  this  shows  how  serious  this  condition  is. 
The  cases  are  briefly  as  follow  : — 

Case  of  Abortion  complicated  ivith  Mitral  Stenosis.    (Report  by 

Dr  Mackness.) 

Mrs  S.,  age  27  ;  fourth  pregnancy. 

Previo2ts  History. — Her  first  child  died  when  9  months  old.  Some 
years  ago  she  consulted  Dr  Angus  Macdonald,  who  told  her  that  if  she 
became  pregnant  again  she  would  probably  die  as  a  result ;  since  then 
she  has  had  two  children,  one  of  which  is  dead,  and  the  other  alive, 
being  3  years  old.  No  trouble  with  any  of  the  labours,  except  that  she 
stated  that,  as  a  result  of  mismanagement  of  the  last  one,  she  has 
always  had  some  uterine  ti'ouble,  the  nature  of  which  was  not  ascex- 
tained. 

Present  Condition. — She  is  about  four  months  pregnant ;  has  been 
perfectly  well ;  she  has  had  a  troublesome  sore  throat  and  some  falling 
out  of  the  hair,  but  no  other  signs  of  syphilis,  and  the  living  child  is 
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ciuite  healthy.    On  2nd  September  she  went  to  the  theatre,  and  got 
rather  severely  crushed  in  the  crowd,  causing  some  fanitness     On  3rd 
September  she  becan.e  suddenly  faint,  and  felt  some  pain  m  the  abdo- 
men    On  4th  September  she  had  several  fainting  attacks  durmg  the 
day  "during  which  her  husband  states  that  her  lips  became  very  blue  ; 
a  medical  man  was  called  in,  and  prescribed  some  mixture  (nature 
unknown) ;  he  saw  her  again  next  day,  and  told  her  that  she  was  going 
to  abort,  advising  her  to  send  to  the  Maternity  for  assistance.    On  the 
afternoon  of  5th  September  Mr  Booth  saw  her,  and  states  that  she  had 
had  some  haemorrhage  about  two  hours  before,  losing  about  3ij.  or  jiij. 
of  blood;  this  had  then  ceased,  however;  there  was  some  slight  pain  on 
pressure  in  the  right  side  of  the  hypogastric  region,  extending  into  the 
right  iliac  region;  there  were  no  pains;   during  the  morning  she 
had  been  vomiting  and  was  very  weak.     The  case  was  treated  as 
one  of  threatened  abortion;  gr.  xx.  of  chloral  hydrate  given,  and 
slie  was  told  to  keep  in  bed;  at  10  p.m.  she  was  found  to  have  slept 
a  little  ;  there  had  been  no  further  haemorrhage  or  pains,  but  she  com- 
plained of  flatulence;  pulv.  glycyrrhizse  co.  was  ordered.    On  6th 
September  she  was  in  much  the  same  condition ;  she  had  taken  castor 
oil  in  the  morning,  but  had  vomited  it  again ;  the  abdomen  was  a  good 
deal  distended,  the  percussion  note  being  tympanitic  all  over  nearly ; 
liver  dulness  about  b\  inches  below  costal  margin;  urine  was  high- 
coloured  and  scanty ;  tongue  flabby,  and  covered  with  fur.    During  the 
night  she  was  extremely  restless,  and  suftered  from  vomiting  and  a 
great  desire  to  go  to  stool.    On  7th  September  she  was  a  good  deal 
better  when  the  husband  went  to  his  work  at  8  a.m.  ;  at  about  8.20  she 
became  very  faint,  and  an  old  woman  who  was  called  in  is  stated  to  have 
passed  her  finger  into  the  womb  and  removed  something ;  she  becaine 
much  worse,  and  I  saw  her  for  the  first  time  at  about  12.15  p.m.  At 
this  time  she  was  apparently  moribund,  lying  on  the  bed  almost 
unconscious ;  she  could  not  be  roused  to  answer  any  questions ;  pulse 
about  140,  very  irregular,  and  almost  imperceptible  at  the  wrist;  on 
auscultation  the  heart's  beat  was  very  feeble,  and  no  murmur  could  be 
detected ;  her  face  was  livid  and  lips  extremely  blue ;  extremities  cold 
and  clammy  ;  respiration  rapid  and  shallow  ;  extremely  restless  ;  pupils 
equal  and  moderately  dilated ;  when  told  to  put  out  her  tongue  she  did 
so,  and  it  was  found  to  be  coated  with  fur,  and  protruded  slightly  to  the 
right  side  ;  there  was  no  haemorrhage  and  no  pains.    About  gij.  of  high- 
coloured  urine  were  dra^vii  o^ ;  it  contained  no  albumen.    Hot  bottles 
were  put  round  her,  and  "jij.  of  brandy  given  every  twenty  minutes. 
On  examining  per  vaginam  the  os  admitted  one  finger,  and  the  foetus  was 
felt  in  utero;  there  was  some  dulness  over  the  right  iliac  region.  At 
1.30  the  pulse  had  improved  slightly,  but  the  lips  were  still  extremely 
blue  and  the  extremities  cold ;  a  hot  vaginal  douche  was  given  to  try 
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and  set  up  uterine  action.  At  2.30  the  condition  was  still  the  same  • 
the  pulse  was  only  kept  up  by  the  frequent  administration  of  brandy 
with  hypodermics  of  ether ;  milk  was  also  given  every  few  minutes  in 
small  quantities;  she  was  continually  asking  for  something  to  drink. 
It  was  then  decided  to  empty  the  uterus  as  far  as  possible ;  the  fretus 
was  found  in  the  vagina,  and  the  os  easily  admitted  two  fingers  ;  half 
the  placenta  was  then  removed,  but  her  condition  became  so  serious 
that  it  was  decided  to  proceed  no  further;  there  was  hardly  any 
heemorrlmge  ;  a  uterine  douche  was  then  given.  At  3  p.m.  she  became 
much  worse,  the  breathing  became  more  rapid,  and  the  pulse  weaker ; 
the  face  was  completely  blue  and  livid.  At  3.8  p.m.  the  breathing 
ceased,  and  she  had  a  convulsion  of  a  tonic  character,  the  face  being 
drawn  and  the  arms  extended,  with  the  fingers  also  extended,  while  at 
the  same  time  she  became  black  in  the  face.  This  then  passed  off,  and 
at  3.10  P.M.  the  heart  stopped  beating. 

Post-mortem  was  performed  by  Dr  Bruce.  As  the  body  was  consider- 
ably decomposed,  and  lying  in  a  small  room  of  a  large  tenement,  only 
necessary  examination  was  performed. 

Ahdomen.—'^o  peritonitis  ;  uterine  appendages  normal ;  uterus  about 
size  of  a  three  months'  pregnancy,  and  containing  blood-clot. 

Thorax. — Right  side  of  heart  completely  engorged,  and  lungs 
oedematous.  Heart  found  with  marked  mitral  stenosis ;  recent  ulceiva- 
tiou  on  aortic  cusps. 

Comment  on  Case  I. — This  case  was,  unfortunately,  seen  too  late  by 
Dr  Mackness.  There  was,  however,  mitral  stenosis  with  some  fresh 
endocarditis  and  sudden  severe  symptoms  arising  on  the  7th,  when  the 
abortion  was  going  on.  Little  blood  seems  to  have  been  lost,  and  while 
the  fit  was  probably  due  to  fresh  ulcerative  endocarditis,  as  no  albumi- 
nuria was  present,  the  death  seems  to  have  been  caused  by  the  slow- 
engorgement  of  the  right  heart  and  lungs.  I  regret  now  that  venesec- 
tion was  not  performed  ;  but  the  fresh  endocarditic  lesion  rendered  the 
prognosis,  if  not  hopeless,  at  least  excessively  grave.  The  effects  of  the 
engorgement  seem  to  have  been  prolonged,  a  fact  due  probably  to  its 
not  being  a  full-time  labour,  and  thus  the  bulk  of  blood  less. 


Case  II.  occurred  in  the  Royal  Maternity  Hospital,  and  a  careful 
record  has  been  prepared  by  Dr  J.  W.  Ballantyne,  then  Resident.  This 
account  he  will  lay  before  the  Society,  with  careful  sphygmograms  made 
at  the  time.  I  may  state,  however,  that  on  the  completion  of  the  third 
stage  the  pulse  suddenly  flickered,  becoming  almost  imperceptible. 

Cask  III. — Labour  complicated  with  Mitral  Stenosis,  JuMo-minor  Pelvis, 
and  Prolai^se  of  the  Cord.    (Report  by  Dr  Mackness.) 

Mrs  W.,  age  26,  iii.-para.    Her  two  foi-mer  labours  had  been  instru- 
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mental  ones,  and  at  the  first  one  she  sufFered  from  convulsions,  the  child 
being,  still-born  ;  the  second  child  died  eighteen  months  after  birth. 
She  had  never  had  rheumatic  fever,  and  did  not  know  that  she  had  any 
cardiac  lesion ;  she  liad  been  perfectly  well  during  the  whole  pregnancy, 
except  that  for  a  fortnight  before  delivery  she  had  noticed  that  on 
climbing  the  stairs  she  became  rather  breathless.  Labour  pains  com- 
menced a  little  before  midnight  on  3rd  October,  and  she  at  once  found 
difficulty  in  breathing,  and  soon  was  unable  to  lie  down.  About  3.45  a.m. 
a  considerable  quantity  of  liquor  amnii  escaped.  At  about  4.30  a.m.  I 
saw  her,  and  found  a  small  woman  of  about  5  feet  3  inches  sitting  up  in 
bed  gasping  for  breath;  pulse  120,  fairly  full,  but  very  irregular; 
respirations  60  per  minute;  pains  severe.  Chloroform  was  at  once 
administered,  the  patient  half-sitting  up  at  first ;  the  os  was  found  fully 
dilated,  the  head  free  at  the  brim,  and  a  large  bag  of  waters;  the 
diagonal  conjugate  was  rather  under  4^  inches ;  the  anterior  lip  of  the 
cervix  was  considerably  thickened ;  the  membranes  were  then  ruptured, 
and  the  sagittal  suture  found  in  the  right  oblique  diameter,  the  small 
fontauelle  just  within  reach  anteriorly,  while  the  anterior  fontanelle 
could  not  be  reached.  High  forceps  were  then  applied  with  some 
difficulty,  on  account  of  the  small  size  of  the  pelvis ;  as  soon  as  the 
forceps  were  applied  the  cord  was  found  to  have  prolapsed,  and  could 
not  be  kept  up,  but  on  account  of  the  critical  condition  of  the  mother 
it  was  decided  to  proceed  with  the  delivery.  The  child  was  delivered 
at  5.15  A.M.  still-born,  and  could  not  be  revived;  the  child  was  a  small 
one.  The  placenta  was  delivered  ten  minutes  after  ;  very  little  blood 
was  lost.  After  delivery  the  condition  of  the  patient  improved  slightly ; 
the  pulse  was  fairly  full,  but  still  very  rapid  and  irregular  ;  the  breathing 
was  harsh,  with  numerous  fine  crepitations ;  the  heart  sounds  were 
obscured  by  the  breathing.  The  case  was  looked  on  as  one  of  bronchitis, 
and  treated  accordingly  with  poultices  and  steaming,,  while  some  beef-tea 
was  ordered  and  gss.  of  brandy  every  three  hours.  7  p.m. — Condition 
much  the  same ;  breathing  easier,  but  she  could  not  lie  down  in 
bed  :  she  had  passed  no  urine  ;  discharge  very  slight.  Heart  sounds 
impure,  but  the  murmur  could  be  timed.  10  p.m. — A  distinct 
precordial  thrill  was  noticed,  and  it  was  suspected  that  it  was  a 
case  of  mitral  stenosis.  Ordered  10  minims  of  tr.  strophanthi  every  four 
hours;  brandy  to  be  continued  also.  Considerable  oedema  of  hands 
and  feet. 

bth  October,  10.30  a.m.  —  Breathing  very  much  easier,  and  had 
improved  with  the  first  dose  of  strophanthus ;  had  had  no  sleep ; 
])u]se  1 20,  moderately  strong,  and  rather  irregular ;  distinct  presystolic 
niurmur  to  be  made  out  now  over  mitral  area.  3  p.m. — Since  last  seen 
she  had  had  a  fainting  fit,  during  which  the  lips  became  perfectly  blue. 
Pulse  fai)-Iy  strong,  but  irregular;  heart  was  thumping  considerably. 


186 


SELECTED  PAPERS. 


Owing  to  a  mistake  of  the  friends,  80  minims  of  tr,  of  stroplianthus  had 
been  given  in  twelve  hours.  She  was  now  ordered  5  minims  of  tr. 
strophanthi  every  four  hours,  and  gss.  of  brandy  every  three  hours. 

October. — Very  much  better;  lying  down  in  bed  and  breathing 
comfortably  ;  oedema  gone ;  jjassing  plenty  of  urine.  She  remained  in 
this  condition  until  8th  October,  when  she  was  sent  to  Professor  Fraser's 
Ward  in  the  Royal  Infirmary. 

In  review  it  will  be  seen  that  in  all  these  instances  the  serious  com- 
plications began  on  completion  of  labour.    In  Case  I.,  death  resulted 
speedily ;  in  the  thii'd  there  was  temporary  but  great  embaiTassment : 
and  in  the  second  we  had  in  a  few  hours  pulmonary  oedema  and  ulti- 
mately death.    How  are  we  to  read  these  records?    Briefly,  the  matter 
may  be  put  as  follows  : — During  pregnancy  we  have  imposed  on  the 
heart  the  task  of  driving  a  larger  bulk  of  blood  through  the  ordinary 
circulation  and  an  additional  area  formed  by  the  enlarging  uterus  and 
placenta.    For  this  extra  task  the  left  ventricle  of  the  heart  normall)' 
hypertrophies.    Mitral  stenosis  is  in  itself  a  serious  cardiac  disease 
apart  from  any  pregnancy,  inasmuch  as  the  weak  left  auricle  soon  fails 
in  its  increased  duty,  the  lungs  become  engorged,  and  the  right  side  of 
the  heart  dilated.    If  the  work  of  pregnancy,  howevei',  be  added,  then 
we  get  compressed  into  a  few  months,  what  otherAvise  might  have  taken 
years ;  so  that  at  the  beginning  of  labour  we  may  get  such  failure  of 
compensation  that  we  have  a  dilated  and  weak  left  auricle,  congested 
lungs,  and  a  dilated  right  heart.    When  the  labour  is  finished  and  free 
hsemorrhage  does  not  occur,  we  get  returned  to  the  right  side  of  the 
heart  the  extra  amount  of  blood  before  accommodated  in  the  uterine  and 
placental  simises.    The  right  heart  more  or  less  speedily  becomes  dis- 
tended and  the  lungs  engorged,  so  that  we  may  get  death  with  over- 
distension of  the  heart,  as  in  Case  I. ;  great  dyspnoea  and  threatened 
death,  as  in  Case  III.  ;  or  sudden  pulmonary  oedema,  as  in  Case  II.  I 
am  well  aware  that  this  view  of  the  over- distension  of  the  heart  after  the 
third  stage  has  been  disputed,  and  that  it  has  been  alleged  that  the 
abdominal  veins  can  accommodate  the  extra  amount  of  blood.  This 
objection  has  always  seemed  to  me  absurd,  inasmuch  as  it  could  also  be 
made  to  prove  that  in  a  normal  body  the  blood  should  not  return  to  the 
right  side  of  the  heart  at  all.    In  this  respect  it  resembles  the  Traube- 
liosenstein  theory  of  eclampsia,  which,  as  we  know,  when  logically 
pursued,  made  eclampsia  one  of  the  normal  phenomena  of  parturition. 
The  post-mortem  in  Case  I.  clearly  demonstrates  that  even  in  an  abortion, 
where  there  is  little  hsemorrhage,  the  right  heart  may  become  paralysed 
from  over-distension.    How  much  more,  then,  may  this  happen  in  a 
full-time  case  ! 

The  considerations  I  have  already  advanced  have  no  mere  theoretical 
interest,  but  are  of  the  highest  practical  value.    They  lead  us  to  the 
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discussion  of  the  important  question  of— How  can  we  best  treat  such 
cases,  especially  in  the  third  stage  of  labour  1 

Of  course  it  is  our  duty  to  discountenance  marriage  most  strenuously 
iu  all  cases  of  women  with  mitral  stenosis.  This  goes  without  saying. 
Unfortunately,  our  advice  is  seldom  asked,  and  when  given,  not  very 
often  followed ;  so  that  we  get  the  problem  before  us  of  mitral  stenosis 
iind  pregnancy — What  is  best  now  ? 

The  only  thing  I  do  during  pregnancy  is  to  keep  the  patient  at  rest 
as  much  as  possible,  and  administer  tincture  of  strophanthus  steadily 
when  circulatory  disturbance  begins.  I  prefer  it  to  digitalis,  as  it  is  a 
pure  cardiac  stimulant,  and  does  not  contract  the  small  arteries  as 
digitalis  does.  Digitalis,  from  its  action  on  the  arteries,  tends  to  throw 
more  blood  into  the  venous  system,  and  thus  more  to  the  right  side  of 
the  heart.  Strophanthus,  on  the  other  hand,  gives  us  heart  stimulus, 
and  does  not  increase  the  work  of  the  heart  by  contracting  the  arterioles. 
I  am  aware,  however,  that  I  am  treading  on  debatable  ground  here,  and 
ground  foreign  to  me.  I  can  only  say  that  strophanthus  has  given  me 
distinctly  better  results  than  digitalis.  During  labour  one  must  keep 
up  the  action  of  the  strophanthus,  and  deliver  as  soon  as  possible,  using 
chloroform  as  usual.  But  now  comes  the  worst  period,  viz.,  the  third 
stage,  and  the  one  that  demands  our  greatest  vigilance.  The  jjlan  I 
advocate  at  that  time  is  as  follows  : — 

1.  Give  no  ergotin. 

2.  Feel  no  alarm  at  even  free  haemorrhage. 

3.  Be  specially  on  the  outlook  if  hsemorrhage  is  scanty, 

4.  If  the  circulation  becomes  embarrassed,  as  evidenced  by  irregular 
heart  action  or  dyspnoea,  then  push  strophanthus  and  drycup  over  the 
heart,  as  suggested  by  Dr  Connel.  Bleed  the  patient  from  the  arm  if 
the  latter  fail. 

5.  Even  if  all  seem  right,  have  the  patient  constantly  watched  for  the 
first  day. 

This  treatment  is  diametrically  opposed  to  that  of  many.  Spiegelberg, 
for  instance,  says  that  loss  of  blood  is  highly  dangerous,  even  when  it  is 
lost  guttatim.  This  is  quite  true  in  part.  The  guttatim  loss  is  dangerous, 
but  only  because  it  is  not  a  free  one.  To  conserve  blood  in  such  cases 
is  to  overload,  and  perhaps  paralyse  the  heart.  My  experience  on  this 
point  is  quite  the  opposite  of  Spiegelberg's.  The  worst  case  1  ever  had 
lost  blood  profusely  and  recovered.  In  those  cases  under  my  own  full 
care  1  have  acted  on  these  principles,  and  lost  only  one  case — the  case 
where  haemorrhage  was  not  marked,  where  all  seemed  well,  and  yet 
death  occurred  suddenly  a  few  hours  after  I  left  her.'^ 

The  views  advanced  seem  to  me  to  place  the  retro-placental  blood-clot 

'  The  administration  of  ergotin  seenia  to  nie  dangerous,  as  tending  to  prevent  liremorrliage,  an(1 
therefore  should  not  be  employed  unless  the  hssniorrliage  is  too  profuse,  while  undue  conservation  of 
blood  a<Id8  to  the  iieart's  work. 
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and  the  gush  of  blood  one  so  often  has  in  a  multipara  when  the  placenta 
is  separating,  in  a  new  light.  I  have  no  doubt  many  of  us  have  felt 
that  tliese  two  occurrences  have  been  due  perhaps  to  want  of  vigilance 
or  skill  in  the  management  of  the  tiiird  stage.  The  retro-placental  clot 
has  no  function  in  separating  the  placenta,  but  it  and  the  occasional 
gush  should  be  regarded  as  salutary,  as  getting  rid  of  that  extra  bulk  of 
blood  which,  if  returned  to  the  systemic  circulation,  might  embarrass 
cardiac  action  even  in  a  healthy  woman.  I  do  not  wish  to  seem  to  think 
lightly  of  hsemorrhage,  or  to  even  hint  that  one  is  not  to  be  most  careful 
in  attending  to  the  third  stage  ;  I  only  state  what  I  feel  now,  that  in  a 
normal  case  the  blood-clot  in  the  placenta  and  membranes,  or  the  teacup- 
ful  of  blood  lost  in  a  single  gush,  is  really  better  out  of  the  patient's 
systemic  circulation  and  heart. 

I  am  specially  indebted  to  Dr  Bruce  for  examining  the  heart  in 
Case  I.,  and  to  Dr  Mackness  for  his  careful  and  unbiassed  clinical 
records. 

Since  the  above  was  written,  I  have  met  with  three  additional  cases. 
In  two  of  these  I  obtained  post-mortem  examinations,  with  results  con- 
firming my  previous  conclusions,  and  demonstrating  effectively  the 
main  cause  of  sudden  death  at  the  end  of  labour. 

The  First  Patient  was  admitted  to  the  Maternity  in  a  dying  con- 
dition. The  history  of  her  case,  for  which  I  am  indebted  to  Dr  Eden, 
one  of  the  residents,  is  as  follows  : — 

"Mrs  J.,  age  34,  was  admitted  to  Royal  Maternity  Hospital  on 
5th  January  at  4  p.m.,  on  the  recommendation  of  Dr  Simpson  of 
Leith. 

"When  first  seen  after  admission,  patient  was  sitting  propped  up  in 
bed,  in  the  attitude  of  complete  orthopnoea,  and  labouring  painfully  for 
breath.  The  lips  were  markedly  cyanotic,  the  hands  cold,  and  the 
patient  seemed  restless  and  excited.  The  pulse  at  the  wrist  was  rapid 
and  feeble ;  respiration  between  40  to  50  per  minute ;  and  so  great  was 
the  dyspnoea  that  she  could  only  with  difficulty  reply  to  questions  put 
to  her.  She  stated,  however,  that  she  was  seven  months  pregnant  with 
her  first  child,  and  had  been  married  seven  years.  Three  years  ago  she 
had  rheumatic  fever.  Since  the  occuiTence  of  pregnancy  she  had 
suffered  from  breathlessness,  cough,  swelling  of  feet,  and  increasing 
inability  for  all  exertion.    Latterly  she  had  become  rapidly  worse. 

"  On  examination  of  the  heart  a  loud  systolic  murmur  was  heard  at 
the  aortic  area,  and  a  rough  murmur  was  indistinctly  heard  in  the 
mitral  area.  In  the  axilla  the  first  sound  was  pure.  The  lungs  pre- 
sented loud  crepitations  everywhere,  and  some  dulness  was  made  out  at 
the  bases  posteriorly.  The  abdomen  showed  a  uterine  tumour  a  little 
above  the  umbilicus.  From  the  attitude  of  the  patient  the  foetal  heart 
could  not  be  heard. 
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"On  vaginal  examination  the  os  was  found  to  be  undilated,  and 
there  had  been  no  labour  pains.  The  rectum  was  loaded,  as  also  was 
the  lower  part  of  the  colon ;  the  bowels  had  not  been  moved  for  several 
days.  The  urine  was  very  scanty,  highly  concentrated,  and  contained 
albumen.    There  was  considerable  oedema  of  feet  and  legs. 

"  An  enema  was  given  at  once,  and  afterwards  5SS.  of  Henry's  solution 
with  15  m  tinct,  belladonnce.  Every  hour,  ether  and  strophanthus  were 
given  by  the  mouth. 

"The  patient  grew  quieter  after  an  hour  or  two  of  rest,  and  through 
the  following  day  continued  in  much  the  same  condition.  On  the 
evening  of  6th  Jamiary  she  became  worse,  and  the  lungs  appeared  to  be 
more  choked.  She  was  therefore  dry  cupped  in  six  places  over  the 
back.  This  produced  some  relief.  About  midnight,  however,  the  nurse 
in  charge  became  alarmed  and  summoned  the  house  physician,  who 
found  her  in  articulo  mortis." 

On  post-vim-tem  great  oedema  of  the  lungs  with  pleural  and  pericardial 
effusion  was  found,  and  the  following  was  found  to  be  the  condition  of 
the  heart.  For  its  examination  I  am  indebted  to  the  kindness  of 
Dr  Woodhead  : — 

"The  right  auricle  was  normal,  and  contained  a  large  well-formed 
ante-mortem  clot,  which  extended  from  the  auricular  appendage  through 
the  tricuspid  valve  and  blocked  the  inferior  vena-cava  opening. 
Similarly  the  right  ventricle  was  filled  with  a  firm,  decolorised  clot,  con- 
tinuous with  the  one  lying  in  the  right  auricle,  as  well  as  filling  for  a 
short  distance  the  pulmonary  artery.  This  clot  had  different  degrees  of 
consistency,  and  was  exceptionally  firm  near  the  septum.  There  were 
only  slight  changes  in  the  right  ventricle,  and  these  were  confined  to 
the  muscular  walls,  the  chamber  being  slightly  dilated,  and  the  muscular 
fibres  only  showing  slight  fatty  changes. 

"  The  left  auricle  was  to  a  slight  extent  dilated  and  hypertrophied, 
but  the  left  ventricle  was  markedly  hypertrophied,  and  in  it,  lying  next 
the  septum,  was  a  considerable  quantity  of  firm,  decolorised  clot,  and 
small  recent  clots  in  the  rest  of  the  cavity.  At  the  inner  angle  of  the 
mitral  valve  were  a  few  small  recent  vegetations,  and  one  or  two  at  the 
opposite  angle.  The  outer  angle  of  the  mitral  valve  was  much  thickened, 
and  at  the  point  where  the  papillary  muscle  joins  the  chordee  tendinese, 
and  again  where  the  chordte  tendincEe  join  the  margin  of  the  cusps,  was 
marked  thickening.  The  angles  of  the  valves  were  quite  adherent,  and 
the  auriculo-ventricular  opening  slightly  stenosed.  The  cusps  of  the 
aortic  opening  were  bound  together  at  each  margin  with  quite  recent 
vegetations,  which  almost  filled  the  lumen  of  the  aortic  opening,  and 
gave  it,  on  looking  from  above,  an  irregular,  egg-shaped  appearance. 
The  sinuses  were  well  defined,  but  the  valves  were  thickened  and 
calcai-eous.     In  the  aorta  were  some  small  ante-mortem  clots.  The 
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cavity  measured  4|  inches  vertically  ;  the  thickness  of  the  wall  was  |-i 
inch  at  the  extreme  apex. 

"  Limgs. — The  lungs  were  congested  and  ccdematous,  the  bronchial 
mucous  membrane  congested,  and  the  glands  at  the  root  of  the  lungs 
congested  and  slightly  pigmented.    There  was  also  a  slight  pleurisy. 

'■^  Liver. — The  morbid  changes  in  the  liver  were  venous  congestion, 
fatty  infiltration  and  degeneration,  with  clots  in  the  veins. 

Kidneys. — In  the  kidney  were  cicatrices  from  old  infarcts.  The 
capsule  was  slightly  adherent ;  the  cortex  was  thin  and  irregular ;  the 
epithelium  in  the  tubules  was  full  and  apparently  fatty,  and  the  Mal- 
pighian  tufts  large  and  the  organ  congested.  The  iodine  reactions  were 
negative."  Microscopical  examination  of  the  mitral  valve  showed 
ulcerative  endocarditis  (simple)  with  no  micro-organisms.  In  this  case 
it  is  evident  that  the  strain  of  pregnancy  aggravated  the  heart  condition, 
setting  up  fresh  left-sided  endocai'ditis,  especially  in  the  aortic  seg- 
ments. The  aortic  stenosis  thus  produced  was  of  the  most  marked  type, 
and  as  a  result,  we  had  an  obstruction  to  the  circulation  causing  failure 
of  compensation,  witla  pulmonary,  pleural,  and  pericardial  effusion. 
The  result  was  exactly  analogous  to  that  of  mitral  stenosis,  except  that 
the  resistance  of  the  strong  left  ventricle  had  first  to  be  overcome. 

The  Second  Fatal  case  has  been  already  mentioned,  regarding  her 
second  labour,  in  my  previous  paper,  as  "the  worst  case  I  ever  had." 
During  the  puerperium  of  her  second  child  she  had  free  hsemoptysis, 
showing  pulmonary  congestion.  In  this,  her  third  pregnancy,  there 
was  great  oedema  of  the  lower  limbs  and  dyspnosa  on  exertion.  The 
presystolic  murmur  Avas  well  marked  and  the  heart's  action  irregular. 
Under  the  use  of  digitalis,  which  she  had  taken  for  several  years  inter- 
mittently and  with  great  benefit,  the  oedema  disappeared. 

She  fell  in  labour  on  the  2nd  March,  and  I  saw  her  at  9  a.m.  The 
first  stage  was  completed,  and  I  delivered  with  forceps.  In  the  third 
stage  there  was  a  fair  amount  of  hsemorrhage  with  adherent  placenta, 
as  in  her  last  confinement.  I  removed  the  placenta  manually,  but 
immediately  on  the  completion  of  the  separation  she  turned  her  head 
slightly  to  the  left  side,  became  unconscious,  breathed  with  great 
rapidity,  and  died  before  I  had  time  to  do  anything  further  than  give 
a  stimulant  hypodermically. 

Dr  Bruce  performed  the  post-mortem.  On  the  thorax  being  examined 
after  opening  the  chest,  it  could  be  seen  that  the  right  auricle  was 
greatly  distended.  The  bloodvessels  of  the  heart  were  then  tied,  and 
the  heart  removed  so  as  to  ascertain  the  condition  of  the  cavities  so  far 
as  blood  distension  was  concerned.  The  right  auricle,  as  already  said, 
was  over-distended.  The  heart  was  frozen  in  the  vertical  position,  with 
the  result  that  the  auricular  distension  diminished  markedly.  It  was 
therefore  thawed  and  refrozen  with  its  left-sided  aspect  lower.    It  was 
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then  divided  by  a  vortical  saw-cut  so  as  to  expose  both  sides  of  the 
heart.  Blood-clot  was  found  in  the  right  auricle  and  ventricle.  The 
left  side  of  the  heart  was  completely  empty.  The  . mitral  valve  was 
extremely  stenosed,  admitting  merely  the  tip  of  the  little  finger.  ^ 

From  what  I  have  said  as  to  the  condition  of  the  heart,  it  is  quite 
a  fair  account  to  say  that—  (1)  On  the  completion  of  the  third  stage 
the  right  auricle  became  over-distended  and  the  heart  paralysed. 
(2)  The  dyspna>a  was  due  to  absence  of  blood  in  the  lung,  and  the 
unconsciousness  to  anajmia  of  the  brain  from  emptiness  of  the  left  side 
of  the  heart.  It  is  possible  that  the  right  side  became  partly  engorged 
during  the  second  stage. 

In  the  Third  Case  seen  by  me  the  patient  had  a  marked  presystolic 
murmur,  and  was  pregnant  for  the  second  time.  During  the  last  six 
months  of  pregnancy  she  took  tincture  of  strophanthus,  three  drops 
thrice  daily,  with  no  intermission.  During  all  the  time  no  symptoms 
referable  to  the  heart  appeared.  She  had  an  easy  labour  and  recovered 
perfectly,  except  that  on  the  second  day  of  the  puerperium  there  was 
facial  paralysis,  left-sided,  for  a  few  hours. 

These  cases  seem  to  me  to  require  little  comment.  The  prognosis  in 
such  depends  on  two  things,  viz.,  the  extent  to  which  dilatation  has 
advanced,  and  the  endocarditis  set  up.  When  the  failure  in  compensa- 
tion has  extended  to  the  right  side  of  the  heart,  weakening  it,  then  the 
sudden  strain  from  the  excess  of  blood  entering  when  the  third  stage  is 
completed,  may  prove  fatal. 

The  extent  of  the  dilatation  of  the  right  side  may  be  judged  of, 
during  life,  by  percussion,  the  existence  of  venous  pulsation  and  of 
haemoptysis,  and  also,  as  Broadbent  has  more  especially  pointed  out, 
by  the  nature  of  the  murmur.  When  the  first  sound  is  not  well 
beard,  or  has  disappeared,  this  shows  weakness  of  the  left  auricle ;  and 
when  the  murmur  loses  its  intensity,  this  means,  within  certain  limits, 
a  weakening  of  the  heart's  action  by  dilatation  of  the  left  auricle  and 
right  side  of  the  heart  that  bodes  ill  for  labour. 
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Shows  heart  of  fatal  case  of  mitral  stenosis  cut,  when  frozen,  so  as  to  expose  cavities. 
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IMPBOVED  METHOD  OF  MANAGING  THE  THIRD  STAGE 
OF  LABOUR- HOW  CAN  THE  ACCOUCHEUR  BEST 
GUARD  THE  PERINEUM  WHILE  THE  FCE3TAL  HEAD 
IS  PASSING? 

In  the  present  communication  I  wish  to  describe  a  method  of  managing 
the  third  stage  of  labour  which  I  have  practised  for  some  time.  It  is 
based  on  a  new  view  as  to  the  separation  of  the  placenta,  given  in 
Chap.  XIII.  For  the  sake  of  clearness,  however,  I  give  a  brief  summary 
of  the  views  there  advanced.  I  wish  also  to  criticise  the  hitherto 
accepted,  but  in  niy  opinion  eri'oneous  view,  that  the  placenta  is 
separated  by  diminution  in  area  of  the  placental  site.  My  only  reason 
for  doing  so,  however,  is  that  my  views  have  been  criticised  by  my 
friend  Dr  Freeland  Barbour,  to  whom  I  wish  to  reply.  I  should  other- 
wise have  contented  myself  with  a  mere  statement  of  what  I  believe  to 
be  the  correct  opinion  on  this  much  debated  point. 

SUMMAEY  OF  THE  CaUSE  OF  THE  SEPARATION  OF  THE  PlACENTA 
DURING  THE  ThIRD  StaGE  OP  LaBOUR. 

1.  At  the  beginning  of  labour  the  placenta  and  uterus  are  together 
to  be  considered  as  made  up  of  the  following  parts,  so  far  as  the 
question  of  separation  is  concerned  : — 

(a)  The  -part  to  he  separated,  comprising — 

Amnion, 
Chorion, 
Chorionic  villi, 
Intervillous  spaces. 
Large-celled  layer  of  serotina. 

(6)  The  line  of  separation,  lying  between  the  large-celled  and  small- 
celled  layers  of  the  placenta,  and  termed  the  spongy  layer.  It  is  formed 
chiefly  by  the  persistent  fundi  of  the  uterine  glands. 

(e.)  The  part  Left  behind  after  the  placenta  is  separated,  and  consisting 
of  the  small-celled  layer  with  remains  of  uterine  glands,  smaller  in  lumen, 
lies  on  the  uterine  muscle. 
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2.  The  chorionic  villi  get  their  blood  supply  from  the  umbilical 
arteries  of  the  foetus.  The  intervillous  spaces  have  blood  poured  into 
them  from  the  maternal  circulation,  the  blood  passing  by  the  curUng 
arteries  into  the  spaces,  and  from  these  into  the  uterine  sinuses  by  the 
slanting  veins.  The  venous  supply  of  the  uterus  is  much  more  abundant 
than  the  arterial. 

3.  At  the  spongy  layer  we  may  regard  the  placental  area  {i.e.,  uterine 
surface  of  separated  placenta)  and  placental  site  as  coinciding  during 
pregnancy,  with  the  spongy  layer  joining  them. 

4.  Separation  of  the  placenta  can  only  take  place  when  there  is 
disproportion  between  placental  area  and  placental  site. 

5.  The  placenta  does  not  separate  during  the  first  and  second  stages 
of  labour,  because  all  changes  in  the  placental  site  (diminution  during 
pains  and  expansion  when  pain  dies  off)  are  accurately  responded  to  by 
the  placenta,  owing  to  the  activity  of  the  fojtal  and  maternal  blood 
supplies. 

6.  During  the  third  stage  of  labour  the  foetal  circulation  is  cut  off 
and  the  villi  are  closely  pressed  together,  showing  obliteration  of  inter- 
villous spaces.  The  increase  in  placental  site  following  a  third  stage 
pain  is  not  followed  up  by  the  placental  area,  as  the  placenta  is  now 
practically  a  bloodless  structure. 

7.  The  placenta  does  not  separate  on  diminution  of  placental  site  to 

4"  X  4". 

8.  Any  diminution  of  site  below  this  introduces  no  relative  change 
at  the  plane  of  separation.  The  area  of  the  placental  site  and  the 
placenta  still  correspond. 

9.  A  disproportion  in  area  between  the  placental  site  and  the  placenta 
brings  about  tension  on  the  trabeculae  of  the  spongy  layer,  i.e.,  tears 
them. 

10.  This  disproportion  happens  during  the  third  stage  in  the  elastic 
recoil  following  a  pain,  and  therefore  separation  occurs  after  the  pain. 
During  the  recoil  the  placental  site  increases  slightly,  but  the  placenta, 
now  bloodless  or  nearly  so,  does  not  respond:  hence  disproportion  of 
area. 

11.  The  placenta,  when  separated,  is  expelled  by  the  pams  either  as 
Duncan  or  Schultze  has  figured. 

12.  All  separations  of  placenta  or  membranes  follow  one  mechanism— 
"  Placenta  and  membranes  separate  when  there  is  a  disproportion  at  the 
'plane  of  separation  between  their  area  and  their  site  of  attachment.  This 
disproportion  is  only  slight,  as  the  trabecules  are  microscopic." 

The  gist  of  the  view  advocated  is  that  the  placenta  separates  in  the 
third  stage  after  the  pains,  and  is  expelled,  when  separated,  by  the  pains. 
The  important  practical  point  is  that  manipulation  cannot  separate  the 
placenta,  but  can  only  aid  expulsion. 
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7Vie  Management  of  the  Third  Stage  dedticible  from  the  view  expressed. 

At  the  beginning  of  my  practice  I  adopted  Crede's  method  of 
expression  of  the  placenta.  The  Crede  method  is  intended  to  separate 
and  expel  the  placenta.  I  had  not  tried  it  long  when  I  found  it  most 
unsatisfactory.  Not  only  did  it  cause  bleeding  by  forcing  blood  into 
the  lacerated  tissues  below  the  placental  site,  but  on  two  occasions  I 
expelled  the  placenta  minus  the  entire  membranes,  and  liad  to  chloro- 
form my  patient  and  remove  these  manually.  The  error  of  this  lay  in 
the  Crede  method,  which  I  consider  the  most  dangerous  plan  possible 
for  separation  of  the  placenta. 

I  came  to  the  conclusion,  thereibre,  that  the  uterus  would  manage 
the  separation  of  the  placenta  better  than  I  could,  and  accordingly  for 
some  years  I  merely  kept  my  hand  on  the  uterus,  employed  manipula- 
tion of  it  if  bleeding  came  on,  and  limited  the  Crede  method  to  helping 
the  expulsion,  never  employing  it  to  separate  the  placenta.  My  guide 
to  the  period  of  separation  was  the  marked  decrease  in  the  size  of  the 
uterus. 

This  method  gave  good  results  ;  why,  I  did  not  know,  and  I  fell  back 
for  comfort  on  the  fact,  unfortunately  not  well  enough  known,  that 
non-interference  with  a  natural  process  gives  better  results  than  ignorant, 
though  well-meant  meddling.  I  do  not  at  all  depreciate  thorough 
manipulation  of  the  uterus  when  htemorrhage  is  taking  place.  I  hold 
this  to  be  imperative.  What  I  condemn  is  quite  another  matter,  viz., 
forcible  compression  of  the  uterus  to  expel  the  unseparated  placenta. 

The  method  I  have  now  adopted  gives  me  excellent  results,  and  is 
based  entirely  on  the  view  I  have  summarised.  For  convenience  I  shall 
ai'range  my  description  in  the  form  of  brief  rules. 

1.  When  the  child  is  born,  note  that  the  fundus  uteri  stands  at  or 
below  the  level  of  the  umbilicus,  and  that  the  uterus  does  not  contain 
a  second  child.  Give  an  ergotine  injection  in  a  multipara,  at  any  rate, 
if  labour  has  been  slow. 

2.  Do  not  tie  the  cord  until  the  child  has  cried  freely,  and  then  tie 
only  one  ligature. 

3.  Cut  the  cord  on  the  placental  side  of  the  ligature,  and  let  the 
placental  part  of  the  cord  drain  thoroughly  into  any  small  dish ;  then 
tie  it,  to  prevent  any  staining  of  the  bed  linen.  Tie  a  second  ligature 
at  once,  however,  if  a  second  child  be  present. 

4.  Before  applying  the  first  ligature  it  should  be  thoroughly  ascer- 
tained by  abdominal  palpation  that  the  uterus  is  not  so  relaxed  as  to 
bleed, 

5.  Continue  with  the  hand  on  the  uterus ;  do  nothing  when  a  good 
contraction  comes  on,  and  allow  the  uterus  its  normal  relaxation  after 
the  pain  is  over. 
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6.  Should  bleeding  from  the  uterus  come  on,  or  should  the  pains  be 
feeble,  then  grasp  the  uterus  «u  as  to  bring  on  a  contraction  to  arrest 
licemorrhage. 

7.  Do  notliing  further  in  a  normal  case  until  the  lessening  of  the 
bulk  of  the  uterus  shows  that  the  placenta  is  separated  and  being 
expelled  •  the  expulsion  may  then  be  aided  by  "  expression." 

8.  One  can  tell  when  the  placenta  is  separated  and  not  driven  down 
by  noting  that  gentle  expression  drives  it  down. 

The  reasons  for  the  above  treatment  are  as  follow : — Ergotine  and 
manipulation  are  vised  to  ensure  good  marked  retraction  and  to  empty 
the  intervillous  spaces  well.  The  foetal  circulation  is  aspirated 
thoroughly  by  allowing  the  child  to  cry  well,  and  by  draining  the  cord. 
These  two  measures  give  the  necessary  disproportion  sooner,  as  the 
placenta  cannot  now  follow  up  the  increase  in  the  placental  area  during 
relaxation,  is  made  as  small  In  area  as  possible,  and  relaxation  thus 
sooner  tears  the  spongy  layer. 

Since  practising  this  procedure  I  have  had  no  difficulty  in  the  normal 
third  stage  of  labour.  Interference  is  reduced  to  a  minimum,  and  the 
membranes  expelled  intact. 

I  now  wish,  in  conclusion,  to  answer  Dr  Barbour's  objections  to  my 
view,  and  to  criticise  his. 

1.  "  Berry  Hart  in  his  paper  ^  brings  forward  a  very  novel  tlieory  of  the  mode  of  separa- 
tion of  the  placenta.  He  makes  several  statements  which  are  open  to  criticism.  He 
says  that  we  know  that  diminution  in  the  placental  site  does  not  separate  the  placenta — 
a  fact  which  (he  says)  my  preparations  demonstrate  ;  but  we  cannot  let  this  j)ass  without 
qualification.  These  preparations  show  only  that  diminution  up  to  a  certaui  point  (4  in. 
by  4g  in.)  takes  place  without  separation.  It  is  quite  evident  that  there  must  be  a 
theoretical  limit  beyond  which  diminution  cannot  go  without  separation ;  and  it  is  quite 
possible,  though  not  yet  proved,  that  4  in.  by  4^  in.  comes  near  this  limit.  We  might 
go  a  step  further  and  say  that  diminution  up  to  4  in.  by  i\  in.  may  prepare  the  way  for 
separation,  but  of  this  in  another  paper. " 

I  still  adhere  to  this  opinion,  for  the  following  additional  reasons : 
When  the  placental  area  is  diminished  to  4  in.  by  4|  in.  it  does  not 
separate,  and  will  not  separate  at  any  less  area,  because  this  smaller 
area  introduces  no  further  change  in  the  relations  of  uterus  to  placenta. 
At  the  4  in.  by  i\  in.  area  the  placenta  is  firmly  grasped  all  round,  and 
at  a  less  area  it  is  only  more  firmly  grasped,  and  the  other  relations 
are  unaltered.  When  Dr  Barbour  says  that  "  there  must  be  a  theoreti- 
cal limit  beyond  which  diminution  cannot  go  without  separation,"  he 
begs  the  whole  question.  This,  indeed,  is  the  fatal  error  in  Dr  Barbour's 
view — his  predetermined  idea  that  diminution  of  area  causes  separation. 
My  reason  for  writing  the  short  note  on  placental  separation  already 
alluded  to  was  simply  to  protest  against  this  assumption  which  is  made 
by  all  investigators. 

1  "  Note  on  the  Mechanism  of  the  Seiiaration  of  the  Placenta,  etc,"  Edii\b\irgh  Medical  Journal, 
July  iss:. 
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"2.  If  this  theory  were  correct,  the  placenta  should  be  separated  by  the  relaxations 
after'the  contractions  of  the  Firs^t  and  Secon<l  Stages.  To  this  objection  he  answers, 
that  in  these  stages  the  fretal  circulation  allows  the  placenta  to  re-expand,  but  that 
during  the  Third,  the  cessation  of  this  changes  the  conditions.    To  this  I  reply— 

"3.  That  the  placenta  remains  attached  where  the  foetus  has  died  before  labour,  and 
where  consequently  the  foatal  circulation  has  ceased,  as  is  seen  in.  the  frozen  sections  by 
Schroeder  and  myself." 

The  answer  to  this  is  evident — the  maternal  circulation  in  the  inter- 
villous spaces  is  quite  sufficient  to  make  the  placenta  respond  to  all 
changes  in  its  site. 

"1.  The  question  of  separation  of  the  placeyita  must  be  kept  quite  distinct  from  its 
expulsion. 

"2.  Evidence  is  acctunulating  that,  at  the  commencement  of  the  third  stage,  the  placenta 
is  still  as  a  whole  or  in  great  part  attached. 

"3.  Diminution  in  area  of  its  site  to  4  in.  hy  4i  in.  does  not  mean  separation  of  the 
placenta. 

"  4.  Diminution  in  area  beyond  that+the  action  of  the  uterus  as  a  whole  on  the  placental 
mass,  I  regard  as  the  formal  cause;  the  pains  of  the  third  stage  as  the  efficient  cause  of 
separation.    Blood  effusion  is  an  accident,  i.e.,  not  essential. 

"5.  During  the  contractions  of  the  third  stage  the  surface  of  the  placenta  is  throivn  into 
heights  and  holloivs ;  the  heights  do  not  necessarily  mean  effusion  beloio. 

"6.  The  placenta  descends  usually  loith  its  edge  or  a  point  near  its  edge  first,  as 
Duncan  described;  sometimes  foetal  surface  first,  as  Baudelocque  and  Schultze  described. 

"The  third  stage  I  regard  as  a  second  labour  in  miniature.  After  the  pain  that  expiels 
the  child  comes  a  pause,  during  ivhich  the  placenta  is  still  as  a  ivhole  or  in  great  part 
attached;  then  labour  comes  on  again,  and  the  placenta  is  first  detached  and  then 
expelled.  This  second  labour  is  not  always  nmrked  off'  by  a  distinct  interval  from  the 
first,  sometimes  one  long  pain  expels  the  child  and  then  detaches  and  expels  the  placenta." 

Conclusion  4  is  the  one  on  which  Dr  Barbour's  view  stands  or  falls. 
It  is  very  remarkable  that  he  shonld  have  come  to  this  conclusion,  as  it 
does  not  follow  from  his  paper,  and  he  gives  neither  proof  nor  mechanism 
for  it.  He  says  that  the  placenta  separates  when  the  placental  site  is 
below  4  in.  by  4^  in.,  but  of  this  there  is  not  a  tittle  of  evidence.  No 
section  demonstrates  this,  and  no  clinical  observations  can,  as  these  are 
evidently  misleading.  Why  Dr  Barbour,  who  believes  that  a  diminution 
of  placental  area  below  4  in.  by  4^  in.  is  necessary  to  separate  the 
placenta,  should  have  attempted  to  ascertain  the  mechanism  of  separa- 
tion by  passing  his  hand  into  the  uterus  is  to  me  incomprehensible. 
It  would  lead  me  too  far  on  this  subject  to  point  out  the  error  of  such 
a  method,  but  its  untrustworthiness  and  disturbance  of  natural 
mechanism  are  apparent. 

In  addition,  Dr  Barbour  has  attempted  to  solve  the  question  of 
separation  without  taking  the  minixte  anatomy  of  the  spongy  layer  into 
account,  and  omitting  all  consideration  of  the  blood  supply  of  the 
placenta.  He  regards  the  placenta  as  "spongy,"  and  thinks  that  this 
physical  property  allows  expansion  and  diminution  of  the  placenta  when 
necessary.  This  is  too  vague  an  explanation,  and  gives  us  no  definite 
ground. 
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The  terms  contraction  and  retraction  are  not  yet  well  defined  or 
understood.  By  Contraction  I  understand'  that  the  uterine  muscle 
diminishes  in  bulk,  that  the  uterine  area  that  the  muscle  subtends 
diminishes,  and  tiuit  the  muscle  and  area  resume  their  condition  prior  to 
contraction  when  tlie  contraction  ceases.  In  Ketraction  the  greater  part 
of  the  diminution  in  bulk  and  area  is  retained,  but  not  all.  Dr  Barbour's 
definition  does  not  coincide  with  clinical  evidence,  and  would  make 
labour  "tonic,"  which  it  is  not.  Consequently  I  hold  that  a  certain 
amount  of  relaxation  after  retraction  takes  place  normally. 

Dr  Barbour's  papers  have  seemed  to  me  most  valuable  in  many 
respects,  but  his  conclusions  only  demonstrate  the  futility  of  the  attempt 
to  explain  separation  as  the  result  of  diminution  of  placental  site.  As 
to  the  third  stage  being  a  "  labour  in  miniature,"  I  see  no  advantage 
in  the  comparison,  more  especially  as  in  the  third  stage  we  have  separa- 
tion and  expulsion,  whereas  in  the  first  and  second  stages  it  is  merely 
a  question  of  expulsion  if  we  leave  out  of  account  the  separation  of  the 
membranes  over  the  lower  uterine  segment. 

The  view  I  advocate  is  a  consistent  one,  explains  all  separations  by 
one  law,  and  gives  clear  indications  for  management.  The  management 
based  on  Dr  Barbour's  view  should  be  to  get  the  uterus  to  retract  as 
much  and  as  quickly  as  possible,  so  as  to  diminish  the  placental  site  and 
separate  the  placenta.  Such  a  method  would  be  in  every  way  dangerous, 
would  tend  to  partial  expulsion  of  placenta  and  membranes,  with  all  the 
dangers  attendant  on  such  a  course.  On  this  ground  alone  I  would 
strongly  condemn  his  view. 

HOW  CAN  THE  ACCOUCHEUR  BEST  GUARD  THE 
PERINEUM  WHILE  THE  FCETAL  HEAD  IS  PASSING? 

I  have  no  intention  of  considering  the  various  methods  of  so-called 
support  of  the  perineum.  I  purpose  merely  describing  the  plan  I  have 
taught  for  some  years,  as  I  find  among  many  students  and  practitioners 
conflicting  ideas  of  what  is  best  done  in  an  ordinary  labour  case.  I  take 
up,  therefore,  shortly — 

1.  The  relations  of  the  uterus  and  its  contents  ivhen  the  normally  rotated 
foetal  head  is  beginning  to  distend  the  perineum. 

2.  A  consideration  of  how  the  foetal  head  should  pass  the  perineum  so  as 
to  leave  a  minimum  of  tear. 

3.  A  description  of  how  the  medical  attendant  can  best  guard  the  i^ei^neum 
so  as  to  avoid  undue  rupture. 

1.  The  relations  of  the  uterus  and  its  contents  when  the  normally  rotated 
foetal  head  is  beginning  to  distend  the  perineum. 

At  this  period  of  the  labour,  the  lower  uterine  segment,  cervical  canal, 
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and  pelvic  floor  have  been  canalised  by  the  retracting  utcrns  elongating 
and  pushing  the  tcutal  contents  downwards,  the  occiput  leading.  The 
perineum  or  sacr  al  segment  is  being  driven  back,  its  lower  end  elongated 
and  thinned,  and  the  vulvar  cleft,  chiefly  in  its  lower  part,  i.e.,  below 
the  level  of  the  vestibule,  greatly  distended.  Uterine  retraction  sets 
np  in  the  foetus  and  retained  liquor  amnii  a  gcneral-contents-pressure, 
which  is  distributed  over  that  part  of  the  skull  periphery  lying  below 
the  girdle  of  resistance.  The  diameters  of  the  girdle  of  resistance  will 
vary  greatly,  according  to  whether  the  occiput  or  sinciput  dips.  In  the 
latter  case  the  antero-posterior  diameters  will  be  increased,  and  the  risk 
of  tear  augmented  in  like  proportion.  The  demonstration  of  this 
belongs  to  elementary  obstetrics. 

In  taking  (2)  the  consideration  of  how  the  foetal  head  shoidd  pass  the 
perineum  so  as  to  have  a  minimum  of  tear,  I  have  first  to  point  out  that 
the  term  extension  of  the  head,  as  the  fourth  consecutive  movement  of 
the  labour  mechanism,  is  a  most  misleading  one.  It  implies  that  the 
chin  leaves  the  sternum  while  passing  the  perineum ;  and  that  during 
the  anterior  fixation  of  the  occiput  under  the  pubic  arch,  antero- 
posterior and  increasing  diameters  of  the  foetal  head  form  the  antero- 
posterior diameters  of  the  girdle  of  resistance.  I  deny  in  toto  that  the 
chin  leaves  the  sternum,  and  hold  that  this  fixation  of  the  occiput  and 
descent  of  the  sinciput  is  not  the  best  or  normal  mechanism.  The  best 
mechanism  to  avoid  tear  is  for  the  occiput  to  lead,  for  the  head  to  be 
driven  on  by  a  steady  movement  of  translation,  any  rotation  on  a 
bi-parietal  axis  so  taking  place  as  to  favour  occipital  dipping  and  never 
dipping  of  the  sinciput.  It  is  easy  to  see  how  the  erroneous  idea  of 
extension  arose.  The  attendant,  while  the  patient  lay  on  her  left  side, 
watched  the  passage  of  the  foetal  head  from  behind,  saw  more  of  the 
anterior  portions  of  the  head  appear,  and  accounted  for  it  by  extension. 

We  now  pass  on  to  (3)  a  description  of  hoio  the  medical  attendant  can 
best  guard  the  2>erineum,  so  as  to  avoid  undue  tear. 

All  the  attendant  can  do,  apart  from  the  familiar  means  of  relaxing 
perineal  spasm  by  chloroform  and  hot  applications,  is  to  prevent  the 
sinciput  being  forced  down  in  advance  of,  or  faster  than  the  occiput. 
He  restrains  the  foetal  head  from  passing  too  rapidly.  He  ihws  has 
always  to  get  the  occiput  to  lead,  and  to  get  it  fully  born  first  if  possible. 
So  far  as  I  can  judge,  the  best  way  of  doing  this  is  as  follows  : — 

With  the  patient  lying,  of  course,  on  her  left  side,  the  attendant 
places  the  thumb  of  his  right  hand,  guarded  by  a  napkin  soaked  in  hot 
sublimate,  in  front  of  the  anus  and  presses  it  gently  there.  The  pressure 
is  not  in  the  direction  of  a  line  joining  his  thumb  and  the  pubic  arch, 
but  nearly  in  that  of  the  axis  of  the  pelvic  outlet.  By  this,  descent  of 
the  sinciput  is  hindered,  and  that  of  the  occiput  favoured.  When  the  latter 
is  beginning  to  pass  under  the  pubic  arch,  the  fingers  of  the  same  hand 


202 


SELECTED  PA  PEUS. 


are  placed  between  it  and  the  apex  of  the  arcli,  so  that  when  the  occiput 
has  cleared  the  arch  the  fingers  are  passed  towards  the  nape  of  the 
neck,  and  the  head  thus  grasped  in  the  hand,  the  thumb  lying  over  the 
sagittal  suture.  Tliis  gives  one  complete  conunand  over  the  head  which 
is  now  engaging  in  the  diameters  between  the  nape  of  the  neck  and 
forehead  and  face,  and  allows  the  whole  passage  with  as  little  tear  as 
possible. 


CHAPTER  XXIV. 


OASE3S  ILLUSTRATING  THE  RARER  FORMS  OF  OPERA- 
TIONS IN  GYNAECOLOGY  AND  OBSTETRICS. 

1.  Case  ok  Successful  Abdomikal  Section  for  Ruptured  Fallopian- 
Tube  Gestation. 

Cases  of  ruptured  Fallopian-tube  gestation,  ending  fatally,  are  com- 
paratively frequent,  so  that  it  seems  advisable  to  record  this  case  as 
emphasising  the  value  and  safety  of  abdominal  section  in  properly 
selected  instances.  The  credit  of  strenuously  practising  and  advocating 
this  treatment  as  early  as  1881  is  due  to  Mr  LaAVSon  Tait,  but  so  far  as 
[  am  aware,  very  few  operators  have  followed  his  example. 

My  case  is  briefly  as  follows  :  Mrs  F.,  from  Glasgow,  was  seen  by  me 
at  the  Buchanan  Ward,  Royal  Infirmary,  Edinburgh,  on  April  8,  1886. 
She  complained  then  of  attacks  of  pain  in  the  lower  part  of  the  abdo- 
men, coming  on  every  two  or  three  days,  of  some  slight  bloody  discharge, 
and  stated  that  her  menstruation  had  ceased  for  about  three  months. 
On  abdominal  palpation,  a  rounded  tumour,  the  size  of  an  egg,  could  be 
felt  in  the  left  iliac  fossa.  On  bimanual  examination,  the  uterus 
enlarged  to  the  size  of  a  two-months'  pregnancy,  and  lying  to  the  front 
and  right,  could  be  made  out,  as  well  as  an  elongated  tumour  on  the 
left  side,  running  between  the  uterus  and  the  body  which  w\as  felt  in 
the  left  iliac  region  on  abdominal  palpation.  The  history  and  physical 
signs  left  no  doubt  in  my  mind  that  we  had  to  deal  with  a  Fallopian- 
tube  gestation,  and  one  suitable  for  abdominal  section.  The  patient 
agreed  to  remain  in  hospital,  but  her  friends  refused  permission  to 
operate.  A  few  days  after  admission  a  decidua  was  discharged,  and  on 
the  evening  of  the  16th  April,  Dr  Helm  telephoned  to  me  that  the 
patient  had  become  suddenly  collapsed,  and  almost  pulseless.  I  saw 
her  shortly  afterwards,  when  she  had  somewhat  rallied  imder  stimiila- 
tion,  and  I  urged  her  friends  to  allow  operative  interference,  as  the  sac 
had  no  doubt  ruptured,  and  the  patient's  life  was  in  great  danger. 
They  ultimately  consented,  and  on  the  19th  I  opened  the  abdomen. 

The  patient  was  chloroformed,  and  all  antiseptic  precautions,  except 
the  use  of  the  spray,  were  followed. 

.  After  making  an  incision  two  inches  in  length,  I  came  upon  a  xery 
congested  omentum,  and  found  abundant  blood  welling  up  from  beneath 
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its  lower  edge  wlienever  a  sponge  was  pressed  iu.  Tliis  looked  alarming, 
but  the  blood  was  tarry-like  and  stained  the  sponges  a  chocolate  colour  ; 
it  had  evidently  been  effused  some  time.  I  enlarged  the  abdominal 
incision  with  scissors  to  three  inches,  lifted  up  the  omentum  and  found 
the  pelvis  filled  with  this  blood,  a  small  fretus  (six  weeks)  among  the 
coils  of  intestines,  the  left  Fallopian  tube  enlarged  and  the  rupture  about 
as  large  as  the  tip  of  the  index  finger,  in  the  posterior  aspect  of  the 
ampulla.  I  clamped  the  uterine  end  of  the  tube  with  a  pair  of  locking 
forceps,  and  was  proceeding  to  do  the  same  on  the  other  side  of  the 
rupture,  but  desisted,  as  I  felt  I  could  as  quickly  loop  up  and  tie  the 
portion  of  the  tube  with  the  rupture  in  it.  I  accordingly  did  so,  using 
silk  and  tying  the  Staffordshire  knot.  This  occupied  only  a  few  seconds, 
and  I  now  sponged  out  the  pelvis  thoroughly,  washing  it  out  with  water 
at  100°  Fahr.  The  remarkable  effect  of  water  at  a  temperature  of  110° 
to  120°  Fahr.  in  causing  uterine  retraction,  and  thus  checking  haemor- 
rhage, is  now  well  known.  In  a  recent  very  able  communication  on  the 
method  of  action  of  warm  water,  read  by  Dr  R.  Milne  Murray,  before 
the  Edinburgh  Obstetrical  Society,  the  power  of  the  warm  water  in 
causing  contraction  on  unstriped  muscle,  was  well  shown.  It  seemed  to 
me  then,  that  equally  hot  water  might  be  of  use  in  haemorrhage  from 
the  pelvic  peritoneum.  In  this  case  there  was  some  oozing,  and  I  there- 
fore poui-ed  in  water  at  120°  Fahr.  for  a  few  seconds  and  then  sponged 
it  out.  It  blanched  the  omentum  markedly  and  seemed  to  check  the 
oozing,  although,  of  course,  this  may  have  stopped  spontaneously.  It 
certainly  did  no  harm,  and  I  beg  to  recommend  further  trial  in  suitable 
cases.  The  patient  made  an  uninterrupted  recovery,  and  six  -weeks 
afterwards  left  the  hospital  well,  with  only  some  thickening  in  the 
pouch  of  Douglas  on  the  left  side. 

In  regard  to  ruptured  Fallopian-tube  gestation,  the  question  arises 
as  to  whether  one  should  operate,  or  trust  to  rest,  the  use  of  the  ice-bag, 
stimulants,  and  the  hypodermic  use  of  morphine.  I  have  seen  two 
cases  of  rupture,  at  the  fifth  or  sixth  week,  recover  perfectly  under  this 
treatment ;  while  a  third  rallied,  the  pregnancy  becoming  abdominal, 
and  ultimately  discharging  through  the  rectum.  If,  then,  it  were 
objected  that,  in  this  case,  the  same  expectant  treatment  might  have 
succeeded,  I  would  urge  that  the  conditions  found  on  abdominal  section 
closely  resemble  those  discovered  on  post-mortem  examination  in  fatal 
cases.  The  number  of  women  who  die  from  rupture  of  a  Fallopiau-tube 
gestation,  at  the  second  or  third  month,  is  considerable ;  and  the 
question  arises  as  to  whether  a  false  impression  has  not  got  out  among 
the  profession,  and  even  among  specialists,  that  such  cases  are  beyond 
treatment,  and,  of  necessity,  fatal.  What  is  xu-ged  against  operative 
treatment  is,  that  diagnosis  in  such  cases  is  difficult,  the  collapse  too 
profound  to  admit  of  section,  and  the  operation  in  itself  very  difficult. 
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The  diagnosis  is,  however,  fairly  easy.  We  have  arrest  of  menstrua- 
tion for  some  weeks,  irregular  discharges,  pain,  and  then  a  sudden 
attack  characterised  by  pallor,  sickness,  or  vomiting,  pain,  collapse,  and 
lateral  or  posterior  effusions  in  the  pelvis,  with  some  enlargement  of  the 
uterus.  The  practitioner  sometimes  regards  the  condition  as  brought 
about  by  irritant  poisoning,  but  will  be  kept  right  by  noting  the 
unusual  pallor  of  the  woman,  indicating  internal  heemorrhage.  The 
collapse,  in  some  cases,  is  very  profound,  but  not,  as  a  rule.  The 
patients  may  live  some  hours,  or  even  days,  as  I  shall  show  presently, 
iind  may  be  operated  on  much  oftener  than  is  at  present  held.  While 
the  operation  may  be  difficult,  I  am  inclined  to  think  this  has  been 
greatly  exaggerated.  If  the  operator  naakes  his  abdominal  incision, 
and  passes  in  his  finger  to  touch  the  uterus,  he  can  readily  make  out 
the  relations,  clamp  the  tube  on  either  side  of  the  rupture,  and  ligature 
the  portion  ruptured.  Of  Mr  Tait's  twenty-one  cases,  only  one,  the 
first,  died.    A  doubtful  case  has  been  recorded  by  Hunter  of  New  York, 
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with  a  fatal  result,  and  also  one,  with  a  like  ending,  by  Bozeman,  where 
the  operation  was  evidently  too  long  delayed.  This,  at  the  worst,  gives 
three  deaths  in  twenty-four  cases,  or  about  12  per  cent.;  while,  if  we 
exclude  Hunter's  and  Bozeman's  cases,  we  get  a  mortality  of  less  than 
4  per  cent. 

In  order,  however,  to  investigate  these  points  more  fully,  I  collected 
the  cases  of  ruptured  F allopian-tube  gestation  shown  to  the  Obstetrical 
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Society  of  London,  and  described  in  tlieir  valuable  Transactions.  The. 
table  appended  shows  that  there  have  been  exhibited  twenty  cases,  that 
of  these  only  five  died  rapidly,  that  all  the  others  lived  for  periods 
varying  from  eight  to  twenty-four  hours,  and  some  for  several  days. 

In  most  of  the  cases  there  was  no  matting  of  parts,  and  little  to 
render  the  operation  very  difficult.      In   the   discussions  on  these 
'specimens,  abdominal  section  was  urged  as  a  means  of  treatment,  by 
■Playfair,  Wells,  Meadows,  Wiltshire,  and  others.     Perhaps  the  most 
(Striking  point  in  the  whole  matter  is,  that  there  have  been  so  few  deaths 
in  the  operative  cases.     This  shows  that  there  is  very  little  risk  in 
operative  treatment,  and  as  there  is  really  no  clearer  case  for  abdominal 
section  than  such,  I  hope  it  will  become  more  generally  employed. 

2.  Case  of  Extrauterine  Extraperitoneal  Pregnancy  Operated 
ON  AT  THE  Fourth  Month. 

My  reason  for  narrating  this  case  is  not  only  its  comparative  rarity 
but  also  the  encouragement  it  gives  to  operative  treatment  in  such. 

During  the  night  of  the  11th  January  1893  I  was  called  to  see 
Mrs.  A.  who  had  been  seized  with  sudden  pain,  faintness,  and  collapse. 
As  I  was  aware  she  had  passed  two  periods,  I  fully  expected  that  a 
Fallopian-tube  pregnancy  had  ruptured  intraperitoneally,  biit  did  not 
find  on  my  arrival  the  collapse  one  would  have  expected.  Internal 
examination  was  negative  and  I  therefore  administered  a  sedative  and 
postponed  examination  under  chloroform  till  next  day. 

I  then  found  the  uterus  retroverted,  enlarged,  and  lying  to  the  left. 
There  was  no  appreciable  intraperitoneal  eft'usion  nor  hfematoma  and  I 
therefore  abandoned  all  idea  of  ruptured  gestation.  I  may  mention 
here  that  the  patient  had  one  child  six  years  old  and  that  during  the 
pregnancy  there  was  a  subperitoneal  fibroid  about  the  size  of  an  egg  on 
the  left  side  of  the  fundus.  Any  thickening  I  felt  during  this  examina- 
tion I  attributed  to  this,  and  the  stoutness  of  the  patient  also  hindered 
investigation.  Ten  days  afterwards  there  was  some  uterine  haemorrhage 
with  dilated  cervix  and  I  curetted  away  decidual  shreds  but  this  1 
attributed  to  ordinary  abortion. 

The  patient's  condition  did  not  improve  after  this.  Spasmodic  and 
severe  pains  came  on  which  I  could  only  vaguely  ascribe  to  renal  or 
hepatic  colic.  During  March  however  a  tumour  developed  at  the  right 
iliac  margin,  gradually  increased  towards  the  middle  line  so  as  to  drive 
me  to  a  reconsideration  of  the  whole  case. 

The  condition  at  the  end  of  March  was  thus  as  follows  : — There  was 
amenorrhcea  for  about  four  and  a  half  months ;  a  history  of  collapse 
with  shreddy  discharge  at  the  second  month  and  occasional  subsequent 
attacks  of  spasmodic  pain  ;  a  tumour  spreading  from  the  right  iliac  fossa 
and  over  mesial,  with  its  top  two  finger  breadths  below  the  navel.  Over 
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the  lower  part  of  this  tumour  a  bruit  could  be  heard  and  milk  was 
present  in  the  breasts.  I  was  therefore  driven  to  the  conclusion  that  I 
liad  here  an  extrauterine  gestation  developing  extraperitoneally.  This 
diagnosis  explained  all  the  facts.  The  rupture  at  the  second  month  had 
been  into  the  right  broad  ligament  and  the  gestation  had  then  developed 
between  its  layers  until  it  attained  the  condition  and  relations  given  above. 
For  a  month  I  had  been  completely  at  fault  and  only  saw  land  after 
'much  puzzling.  What  misled  me  most  was  the  negative  result  of  my 
examination  on  the  day  subsequent  to  the  rupture.  During  this  time 
•I  had  the  valuable  help  and  advice  of  Drs  G.  W.  Balfour  and 
C.  E.  Underbill. 

Such  being  the  diagnosis,  the  question  of  treatment  had  to  be  faced 
at  once.  The  patient  was  in  excellent  health  and  had  an  amount  of 
energy  and  pluck  that  made  me  feel  certain  she  would  stand  operative 
treatment  well. 

There  was  no  doubt  in  my  mind,  that  delay  was  dangerous.  Haemor- 
rhage was  going  on  in  the  sac,  as  it  had  increased  in  size  latterly  A^ery 
rapidly  and  it  might  rupture  soon.  Even  if  that  did  not  happen  there 
was  the  risk  of  the  death  of  the  foetus  and  its  discharge  by  rectum  or 
bladder.    I  accordingly  advised  operation  strongly  and  it  was  agreed  to. 

I  must  now  state  what  I  believed  to  be  the  relations  of  the  organs. 
The  nterus  was  retroverted  and  to  the  left.  The  gestation  was  develop- 
ing partly  in  the  broad  ligament  and  pelvic  connective  tissue  and 
lay  mesially  behind  the  bladder.  The  fundus  of  the  sac  was  free  from 
placenta ;  this  was  of  importance  as  it  gave  me  access  without  risk 
of  htemorrhage  so  far  as  the  incision  was  concerned.  What  I  thought 
I  might  do  was  to  incise  the  abdomen,  ascertain  the  relations  of  the 
sac ;  if  extraperitoneal  I  wonld  cut  into  it,  remove  foetus  and  placenta 
and  plug  with  iodoform  gauze.  If  found  pediculated,  which  I  did  not 
anticipate,  I  would  ligature  and  remove  entire  if  possible. 

Accordingly  on  30th  March  I  operated  as  follows  with  the  assistance 
of  Drs  J.  C.  Webster,  Gulland,  and  Lawson  Dick.  I  made  a  mesial 
incision  in  the  abdominal  wall  ending  2  inches  above  the  pubes  and 
about  i  inches  in  length.  When  the  abdomen  was  opened  I  came 
on  the  top  of  the  sac,  covered  with  peritoneum  and  with  the  abdo- 
minal reflexion  high.  I  incised  the  peritoneum  over  the  sac,  stripped 
it  to  the  sides  and  thus  exposed  the  upper  connective  tissue  environ- 
ment of  the  gestation  i.e.,  the  top  of  the  sac.  I  had  thus  opened  into  the 
abdominal  cavity  at  the  upper  part  of  the  incision  and  also  exposed  the 
extraperitoneal  gestation,  I  next  tapped  the  sac  with  an  aspiratory 
needle  but  got  neither  fluid  nor  blood.  I  therefore  laid  the  sac  open, 
cutting  through  a  friable  pigmented  half  inch  thick  wall,  and  found 
blood  clot  occupying  a  sac  about  the  size  of  a  large  orange,  placenta  on 
the  anterior  wall  and  no  foetus  so  far  as  I  could  make  out.    T  cleared 
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out  the  clots  and  separated  the  placenta  hoping  to  feel  the  fcctus  then. 
Bleeding,  however,  was  somewhat  profuse  and  so  after  separating  an 
apparently  perfectly  fresh  piece  of  placenta  about  the  size  of  the  palm 
of  my  hand,  I  had  to  tampon  the  sac  with  gauze,  close  off  the  perito- 
neal cavity  and  stitch  the  gestation  sac  opening  to  the  abdominal  wound. 
This  latter  stitching  was  really  unnecessary. 

The  patient  was  in  no  way  disturbed  by  all  this  but  I  myself  had 
some  puzzling  points  to  settle.  In  the  first  place  the  sac  was  not  so 
large  and  did  not  dip  so  deeply  as  I  knew  it  must :  then  secondly,  where 
was  the  foetus?  The  placenta  was  fresh  and  normal  in  appearance. 
Had  I  believed  that  the  placenta  could  grow  after  the  early  foetus  had 
died  all  would  have  been  clear  but  this  was  in  my  opinion  an  untenable 
theory. 

On  the  6th  day  after  (4th  April)  I  removed  the  gauze  in  part  and  on 
6th  April  I  removed  it  all  and  then  felt  at  the  bottom  an  opening  about 
the  size  of  a  crown  piece  with  the  membranes  and  liquor  amnii  bulging. 
I  ruptured  them  and  came  on  the  head  of  the  foetus.  Pushing  a  pair 
of  ovariotomy  forceps  through  it  I  then  extracted  a  fresh  4^  months' 
foetus  and  found  a  lower  cavity  with  placenta  on  the  anterior  wall. 

I  washed  out  the  cavity,  plugged  it  with  gauze  and  next  day  on 
removing  the  plug,  cleared  out  the  rest  of  the  placenta,  the  main  piece 
being  the  size  of  the  palm.  I  could  then  explore  the  sac  digitally  and 
found  it  to  be  hourglass  shaped,  the  cavities  being  upper  and  lower  with 
a  circular  opening  between.  The  foetus  and  membranes  lay  in  the 
lower  and  the  placenta  lined  the  anterior  wall  of  both  compartments. 
The  deepest  part  of  the  sac  touched  the  sacrum.  The  gestation  had 
thus  begun  in  the  Fallopian  tube,  developed  in  the  broad  ligament 
lifting  up  the  anterior  lamina  mainly  and  burrowing  more  deeply  towards 
the  sacrum.  The  placenta  was  in  a  favourable  position  and  had  not 
been  displaced  much  by  the  growing  foetus. 

The  after  progress  of  the  case  was  slow  but  good.  Drainage  was 
kept  up  for  a  month  and  irrigation  freely  used.  In  this  way  placental 
debris  was  washed  out  and  occasionally  small  pieces  of  placenta.  On 
one  or  two  occasions,  prior  to  the  separation  of  a  small  piece  of  placenta 
the  patient  had  a  slight  rigor  but  this  passed  off  whenever  the  sac  was 
washed  out.  I  should  mention  that  in  the  second  Aveek  there  was  some 
phlegmasia  of  the  left  leg. 

The  patient  was  completely  well  in  about  seven  weeks  after  operation. 
It  was  remarkable  how  the  sac  slowly  contracted  and  ultimately  com- 
pletely closed.  As  the  contraction  went  on  the  vertical  position  of  the 
tube  slowly  changed  into  a  right  sided  and  oblique  one  indicating  how 
in  natural  healing  the  original  position  of  the  organs  is  resumed. 

In  this  case  both  foetus  and  placenta  developed  extraperitoneally.  In 
all  cases  of  extrauterine  gestation  the  site  of  the  placenta  determines  the 
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nature  of  the  gestation.  The  foetus  may  become  intraperitoneal  after 
being  tubal  or  extraperitoneal,  but,  as  a  rule,  which  as  yet  knows  no 
exception,  the  placenta  while  arising  in  the  tube  and  developing  in  the 
connective  tissue  of  the  pelvis  does  not  become  intraperitoneal  in  the 
sense  of  ever  grafting  itself  on  the  free  surface  of  the  peritoneum. 

I  wish  to  emphasise  in  conclusion  my  belief  that  the  treatment  of 
extrauterine  gestation  in  such  cases  must  be  operative,  and  tliat  the 
operation  should  be  undertaken  as  soon  as  possible.  In  early  nonpedi- 
culated  cases  such  as  this  the  fear  of  iisomorrhage  from  the  necessary 
separation  of  the  placenta  is  irrational.  One  can  separate  and  plug  the 
sac  with  gauze  and  if  entire  separation  is  impossible  at  first,  it  can  be 
completed  in  a  few  days  afterwards.  The  opening  into  the  sac  should 
be  left  large  and  it  will  be  found  that  drainage  goes  on  perfectly  by 
means  of  the  gauze  until  a  glass  tube  can  be  substituted. 

The  following  is  Dr  Gulland's  report  of  the  structure  of  the 
placenta : — 

"  I  received  from  Dr  Hart  two  pieces  of  the  placenta  of  this  case, — one 
of  which  was  removed  at  the  time  of  the  operation,  the  other  removed 
seven  days  afterwards.  These  were  both  fixed  in  saturated  sublimate 
solution  immediately  after  removal,  and  pieces  of  them  were  hardened, 
cut  in  paraffin,  and  mounted  in  the  usual  way. 

"  The  piece  of  placenta  removed  at  the  operation  was  perfectly  normal, 
as  far  as  the  foetal  structures  were  concerned  {see  fig.  48).  The  villi  were 
exactly  like  those  of  a  normal  4^  months'  placenta,  which  is  in  my 
possession,  both  as  to  their  arrangement  and  their  microscopical  struc- 
ture. They  were  covered  by  a  single  layer  of  well  preserved  cubical 
epithelium ;  the  connective  tissue  core  of  the  villi  consisted  of  retiform 
tissue — connective  tissue  corpuscles  lying  on  fine  fibrils ;  aiid  the  vessels 
in  the  villi  were  filled  with  foetal  blood-corpuscles.  The  intervillous 
spaces  were  not  so  near  the  normal.  Most  of  the  maternal  blood  had 
of  course  drained  out  of  them  as  the  placenta  was  being  removed  piece- 
meal, but  a  certain  amount  was  still  to  be  seen  in  the  sections.  In 
addition,  however,  there  wei-e  a  few  delicate  threads  of  fibrin,  which 
might  have  been  recently  formed,  and  here  and  there  through  the 
placenta  were  larger  masses  of  fibrin,  some  almost  as  large  as  a  pea. 
These  were  evidently  the  result  of  an  old  clotting  of  the  maternal  blood  ; 
the  masses  of  fibrin  sometimes  surrounded  a  villus  or  two,  and  had  com- 
pressed them,  and  the  fibrin  was  riddled  with  leucocytes. 

"The  pieces  of  placenta  removed  during  the  after-treatment  were  very 
different  in  appearance.  They  were  firm,  dark  brown  masses,  evidently 
composed  largely  of  blood-clot,  and  when  sectioned  it  was  found  that  the 
greater  amoiint  of  the  tissue  consisted  of  this  material.  The  villi  had 
been  crushed  and  distorted,  and  in  many  cases  widely  separated  by  the 
lucmorrhage.  The  epithelial  covering  of  the  villi  was  not  so  distinct  as 
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in  the  former  specimens,  and  both  its  nuclei  and  those  of  the  connective 
tissue  of  the  .villi  were  markedly  degenerated.  The  fibrils  of  the  con- 
nective tissue,  instead  of  the  delicate  network  which  they  normally 
present,  were  in  a  state  of  hyaline  degeneration,  and  greatly  swollen ; 
the  bloodvessels  could  not  be  distinguislied.  The  intervillous  spaces 
were  filled  with,  dense  masses  of  fibrin,  in  the  meshes  of  which  the 
outlines  of  degenerated  red  blood  corpuscles  could  be  made  out ;  there 
were  a  fair  number  of  leucocytes  also  to  be  seen. 

"  These  specimens  are  instructive  as  showing  tlie  perfectly  normal  way 
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Fig.  48. 


Part  of  the  Placenta  of  an  Extbauteeine  Pregnancy  (41  months)  removed  at  the  operation. 

v.,  Villus;  h.v.,  Blood-Tessel  (fcetal);  ep..  Epithelium  covering  the  villus;  c.t.c.  Connective 
tissue  corpuscle  ;  I.,  Leucocyte ;  r.b.c,  Red  blood  corpuscles  (maternal)  in  intervillous 
spaces  ;  /.,  Fibrin.    Obj.  Zeiss  1)D,  Oc.  4. 

in  which  the  villi  develop  in  extrauterine  gestation,  and  also  the  way  in 
which  they  are  altered  by  the  death  or  removal  of  the  fostus  and  b}^ 
htemorrhage. 

3.  Case  op  Successful  CiESAREAN  Section  (Porro's  Modification). 

The  propriety,  of  Csesarean  section  in  su.itable  cases  is  not  now 
questioned,  but  much  requires  to  be  done  to  settle  its  indications  and 
to  perfect  its  technique.  Thanks  to  the  work  of  Porro  and  Sanger,  we 
are  now  in  possession  of  vastly  improved  methods  and  results,  so  that 
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what  is  now  chiefly  necessary  is  the  publication  of  all  cases  where  such 
operations  are  performed,  as  a  basis  that  shall  be  sufficient,  in  time,  for 
generalisation.    My  case  is  briefly  as  follows. 

Mrs.C.,  aged  25,  had  been  five  times  pregnant.  On  two  occasions 
craniotomy  had  been  performed ;  once  abortion  was  induced  at  the  fifth 
month,  and  once  premature  labour  between  the  sixth  and  seventh. 
The  child  was  stillborn  in  the  last  instance  and  with  difficulty.  After 
the  fourth  pregnancy  she  was  advised  by  Dr  Angus  Macdonald  to  have 
Battey's  operation  performed,  and  was  sent  to  me,  after  Dr  Macdonald's 
death,  by  Dr  Stewart  Stirling  for  advice  in  the  matter.  J  thought  it 
better  to  advise  Porro's  operation,  should  pregnancy  occur  again,  as  this 
would  give  her  a  living  child  and  ensure  future  sterility.  The  patient 
was  specially  anxious  to  undergo  the  risks  labour  brought  her  as  seldom 
as  possible.  Her  pelvis,  when  measured,  had  a  conjugate  diameter  of 
3  inches,  and  therefore  a  true  conjugate  of  about  2i  inches.  The 
transverse  at  the  brim  was  also  narrowed.  The  pelvis  was  a  rickety 
one,  with  a  narrow  transverse. 

She  soon  became  pregnant,  and  I  therefore  agreed  to  perform  Porro's 
operation  a  few  days  before  labour  began.  On  25th  March  last,  I 
operated  in  a  private  nursing  home,  in  the  following  manner.  The 
ordinary  details  and  preparations  as  for  abdominal  section  I,  of  course, 
omit. 

Chloroform  having  been  administered  by  my  assistant,  Dr  Stewart, 
I  made  a  six-inch  incision  through  the  abdominal  walls,  and  opened 
the  peritoneal  cavity.  The  uterus  was  incised  in  situ  to  the  same  extent, 
Dr  Barbour  keeping  up  steady  pressure  all  the  time.  I  speedily  came 
down  on  the  membranes  in  the  lower  third  of  the  incision,  and  completed 
the  incision  with  a  probe-pointed  bistoury,  guided  on  the  index  finger. 
After  rupturing  the  membranes  with  Pean's  forceps,  I  passed  my  hand 
into  the  uterine  cavity,  brought  out  the  child  head  first,  and  handed  it 
to  Dr  Stirling.  While  this  was  being  done,  Dr  Barbour  had  turned  the 
uterus  out  of  the  abdominal  cavity,  and  held  it  so,  grasping  the  isthmus 
firmly  and  pressing  the  abdominal  wall  round  it.  I  passed  an  elastic 
tourniquet,  held  ready  by  Mr  Caird,  round  the  isthmus  immediately 
above  Dr  Barbour's  grasp,  and  tightened  it.  The  opening  of  the  uterus, 
and  the  procedure  up  to  the  application  of  the  tourniquet,  occupied  only 
a  few  seconds,  and  the  blood  lost  was  trifling.  The  child  was  vigorous, 
and  continues  to  thrive.  I  now  passed  Lawson  Tait's  modification  of 
Koeberle's  serre-noaud  round  the  uterus  above  the  elastic  tube,  and 
tightened  it.  The  uterus  and  placenta  were  amputated,  the  handle  of 
the  serre-naeud  brought  over  the  pubes,  and  thus  the  stump  was  pulled 
down  accurately  to  the  lower  angle  of  the  wound.  The  abdominal 
incision  was  closed  in  the  ordinary  way  with  silk  sutures,  after  the 
peritoneal  toilette,  care  being  taken  to  close  it  firmly  round  the  stump, 
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which  was  dusted  with  persulphate  of  iron  and  iodoform.  Tiiere  was  no 
shock,  the  patient  made  an  uninterrupted  recovery,  and  is  now,  along 
with  her  bob}'  (a  girl),  in  excellent  health. 

I  have  to  thank  the  gentlemen  already  mentioned  for  tlieir  valuable 
aid,  as  well  as  Professor  Simpson  and  Dr  Helm,  who  were  present. 

I  now  wish  to  make  a  few  remarks  based  on  this  case,  and  four  others 
I  have  seen  or  assisted  at.  I  performed  Porro's  modification  in  ray  case, 
as  it  was  the  patient's  desire  to  have  no  further  i-isk.  The  weak  point 
in  Porro's  operation  is  the  extraperitoneal  treatment  of  the  pedicle.  In 
certain  easels;  however,  notably  in  malacosteon,  dead  children  with 
putrefaction,  and  in  pregnancy  with  fibroids,  it  is  the  best  operation. 
It  is  by  no  means  formidable,  if  performed  as  I  have  described,  and 
gives  a  good  i-ate  of  recovery.  The  improved  C?esarean  section  according 
to  Sanger  and  Leopold  will,  however,  I  am  of  opinion,  be  the  cutting 
operation  of  the  future,  should  it  be  ultimately  shown  that  the  uterine 
incision  does  not  stretch  and  cause  risk  in  future  pregnancies. 

Porro's  operation  should  be  performed  before  labour  sets  in.  The 
advantages  of  this  are  great.  The  operator  can  make  his  arrangements 
and  have  skilled  assistance  at  a  definite  hour.  The  idea  that  one 
should  wait  for  labour,  so  as  to  have  uterine  retraction  and  less  heemor- 
rhage,  is  an  erroneous  one,  and  leads  the  operator  into  diiiiculties. 
The  waiting  causes  x'isk  to  the  child's  life,  undue  delay  while  assistants 
are  being  summoned,  and  should,  therefoi'e,  not  be  deliberately  chosen. 
A  further  point  is  that  the  development  of  the  lower  uterine  segment, 
abdominal  position  of  the  bladder,  and  formation  of  the  circular  vein, 
force  one  to  make  the  abdominal  incision  higher  up,  interfere  with  the 
formation  of  the  pedicle,  and  may  lead  to  serious  haemorrhage  if  the 
circular  vein  be  wounded.  There  is  little  risk  of  hBemorrhage  when  the 
operation  is  performed  before  labour  sets  in,  provided  one  operates 
quickly,  uses  the  elastic  tourniquet,  has  an  efficient  assistant,  and,  in 
fact,  regards  the  whole  operation  as  one  analogous  to  a  rapid  surgical 
amputation. 

Three  points  of  scientific  interest  come  up  specially  now,  namely,  the 
condition  of  the  uterus  and  placenta  in  relation  to  the  third  stage  of 
labour,  the  primitive  shape  of  the  child's  head,  and  the  condition  of  the 
patient's  urine  so  far  as  any  peptonuria  was  concerned. 

On  the  second  and  third  points  I  wish  to  make  a  few  remarks,  as  I 
have  considered  the  uterus  and  placenta  in  another  paper.  Before 
operation  the  child  was  found  by  palpation  lying  dorso-anterior,  with 
head  in  the  left  iliac  fossa.  A  few  hours  after  birth  a  plaster  cast  of  the 
upper  part  of  the  head  was  taken.  This  was  found  almost  perfectly 
symmetrical,  with  no  shear  present. 

The  urine  was  tested  daily  during  the  puerperium  for  peptones,  and 
none  found.    Fehling's  solution  in  the  cold  was  the  reagent  used. 
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It  is  remarkable  that  this  case  is,  so  far  as  I  am  aware,  the  first 
successful  Ccosarean  operation  of  any  kind  in  Scotland. 

4.  Case  of  Vaginal  Hvsterbctomy  for  Carcinoma  Cervicis  in 

Early  Pregnancy. 

The  rarity  of  this  combination  has  induced  me  to  contribute  this 
short  note.  So  far  as  I  am  aware,  only  one  similar  case  treated  by 
radical  operation  has  been  recorded  in  this  country,  although  Hofmeier 
and  Landau  have  published  cases  abroad. 

The  patient  whose  case  I  wish  briefly  to  narrate  was  sent  to  the 
Infirmary  on  25th  August  1891,  by  Dr  Wilson  of  Mid  Calder.  She  was 
a  married  woman,  aged  33,  and  had  three  months  before  admission  a 
flooding  at  a  menstrual  period,  with  a  bloody  discharge  for  two  months 
afterwards,  and  an  offensive  one  during  the  month  prior  to  admission. 
The  rest  of  her  history  is  of  no  special  moment.  On  physical  examina- 
tion under  chloroform  the  cervix  was  found  enlarged,  fungating,  and 
breaking  down ;  parametrium  quite  free ;  \iterus  enlarged  somewhat, 
softened,  and  perfectly  mobile. 

There  was  no  doubt  about  the  cervical  condition ;  almost  none  about 
the  pregnancy ;  and  as  it  was  evident  that  it  was  a  favourable  case  for 
radical  treatment,  I  had  no  hesitation  in  recommending  total  extirpa- 
tion strongly.  Supra-vaginal  amputation  of  the  cervix  was,  in  my 
opinion,  contraindicated  by  the  pregnancy,  as  the  probability  of  bringing 
on  immediate  abortion  seemed  to  me  to  render  it  inadvisable  in  this 
instance.  Winter  of  Berlin  has,  however,  in  a  recent  paper  on 
Schroeder's  supra-vaginal  amputation  for  cancer  of  the  portio,  given  a 
case  where  the  entire  cervix  was  amputated  in  the  second  month  of 
pregnancy,  abortion  following  at  the  fourth  month.  The  patient 
recovered,  and  was  deliveted  of  a  living,  full-time  child  three  years 
afterwards,  and  six  years  after  operation  had  no  return  of  disease. 

On  3rd  September  I  performed  vaginal  hysterectomy  with  the  aid  of 
my  friend  Dr  J.  C.  Webster.  I  need  only  sketch  the  method  I  adopted, 
as  the  operative  details  are  now  well  known.  After  careful  local  disin- 
fection, the  cervix  was  grasped  with  a  volsella  and  brought  well  down 
and  forwards.  I  then  made  a  transverse  incision  in  the  posterior  fornix 
a  little  above  the  cervical  junction,  opened  the  pouch  of  Douglas,  and 
sut\ired  the  peritoneum  and  cut  vaginal  edge  with  juniper  catgut.  The 
cervix  was  then  brought  well  back,  the  vesico-uterine  pouch  cut  into, 
and  the  peritoneum  and  vaginal  wall  also  sutured  with  catgut.  The 
lateral  attachments  were  then  severed  from  below  up  as  follows  : — With 
a  curved  handled  needle  a  stout  silk  ligature  was  passed  and  tied,  so  as 
to  command  the  lower  portion  of  the  parametric  tissue.  This  ligatured 
portion  was  then  cut  with  scissors  on  the  uterine  side,  the  separation  of 
course  stopping  short  of  the  uppermost  part  commanded  by  the  ligature. 
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Another  ligature  was  tlieu  passed  higher  up,  and  the  tissue  similarly 
severed  until  the  parametrium  and  lower  half  of  the  left  broad  ligament 
were  freed  from  the  uterus.  I  then  began  on  the  right  side,  and  in  a 
similar  way  ligatured  and  separated  the  parametric  tissue  and  broad 
ligament.  This  allowed  the  uterus  to  be  drawn  outside  entirely,  and 
the  upper  portion  of  the  left  broad  ligament  to  be  easily  ligatured  and 
cut.  The  uterus  now  being  removed,  traction  on  the  ligatures,  which 
had  been  left  long,  enabled  me  to  draw  down  the  broad  ligaments  and 
carefully  inspect  them.  All  the  ligatures  had  held  perfectly,  but  one 
oozing  point  at  the  base  of  the  right  broad  ligament  required  an 
additional  ligature.  The  inner  aspects  of  the  broad  ligaments  were 
then  brought  together  with  a  cfxtgut  suture,  and  the  vagina  lightly 
packed  with  iodoform  gauze.   Less  than  a  tablespoonful  of  blood  was  lost. 

The  patient  made  a  good  recovery,  the  pulse  never  rising  above  100. 
When  the  ligatures  were  separating,  the  temperature  ran  up  to  104° 
and  even  lOS'',  but  fell  whenever  Dr  Webster  removed  them.  As  yet 
the  patient  is  well  but  one  can  say  nothing,  of  course,  as  to  the 
prognosis. 

I  have  thought  it  of  advantage  to  record  this  case  owing  to  its  rarity. 
Unfortunately  cancer  cases  come  to  the  specialist  late  in  this  country, 
but  I  hope  that,  with  increased  knowledge  on  the  part  of  the  profession 
as  well  as  of  women  themselves,  we  may  see  them  early  enough  for 
operative  interference. 

Dr  Gulland,  who  examined  the  specimen,  reported  as  follows  : — "  The 
uterus  was  opened  in  the  middle  line  posteriorly,  and  fixed  in  satm-ated 
solution  of  corrosive  sublimate.  The  measurements  were :  longi- 
tudinally, from  fundus  to  the  normal  os  externum,  3i  inches  ;  cavity  of 
uterus  and  cervix,  3  inches ;  external  circumference  about  1^  inches 
below  the  fundus,  8  inches;  the  amniotic  cavity  was  about  l|xf  xf 
inches,  and  the  cervix  was  about  li  inches  long.  The  placenta  was 
situated  at  the  fundus  and  on  the  posterior  wall  of  the  uterus. 

"  Growing  from  abovit  §  of  the  circumference  of  the  vaginal  aspect  of 
the  cervix,  and  springing  mainly  from  the  anterior  lip,  was  a  tumour  of 
about  the  size  of  a  hen's  egg,  of  the  '  cauliflower  excrescence '  variety^ 
This  joined  the  normal  part  of  the  cervix  all  round  at  an  acute  angle, 
and  was  separated  from  it  by  a  deep  groove,  except  in  the  cervical  canal, 
where  the  transition  was  not  marked  in  this  way.  In  the  canal  about 
%■  of  an  inch  of  the  cervix  seemed  free  from  the  tumour,  but  the  amount 
of  normal  tissue  varied  considerably  at  different  points,  and  was  less  m 
the  fornix  than  in  the  cervical  canal.  After  hardening,  the  tumour 
could  pretty  easily  be  distinguished  from  the  normal  tissue  of  the 
cervix,  and  as  far  as  could  be  made  out  from  the  specimen,  all  the 
diseased  tissue  seemed  to  be  removed.  Microscopically  the  tumour 
presents  the  characters  of  a  carcinoma  derived  from  the  vaginal  aspect 
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of  the  cervix-;  and  it  is  found  to  correspond  in  its  distribution  pretty 
nearly  to  what  one  expects  from  examining  the  specimen  with  the  naked 
eye.  It  is  more  of  an  ontgrowtli  from  the  cervix  tlian  an  ingrowth 
into  it,  though  the  epithelial  tubes  or  processes  forming  it  do,  of  course, 
pass  for  some  distance  up  into  the  cervical  tissue  proper,  and  on  the 
mucous  surface  the  tumour  growth  overlaps  to  some  extent  the  normal 

mucous  membrane. 

"The  tumour  proper  consists  of  large  epithelial  cells,  resembling  those 
normally  seen  on  the  vaginal  aspect  of  the  cervix,  but  larger.  The 
outlines  of  the  cells  are  very  distinct,  but  there  are  no  such  processes  as 
in  the  '  prickle-cells '  of  the  vaginal  epithelium.  Towards  the  vaginal 
surface  the  cells  are  polygonal  on  section,  but  they  never  become 
flattened  into  squames  except  at  the  very  surface,  Avhilst  at  the  inner 
end  of  the  processes  invading  the  cervical  tissue  the  basal  cells  are 
somewhat  more  cubical.  Some  of  these  invading  processes  are  hollow, 
and  in  their  lumen  lie  masses  of  leucocytes  w^iich  have  wandered 
thither  between  the  cancer  cells;  others  are  solid,  but  there  is  no 
attempt  to  form  cell-nests.  The  nuclei  of  the  cancer  cells  are  large, 
rounded,  and  contain  little  chromoplasm.  Large  numbers  of  the  cells 
are  multiplying  by  mitosis,  and  I  have  in  several  cases  noted  the 
irregular  triple  mitotic  forms  which  Hansemann  has  described  in  cancer 
cells.  One  rarely  meets  degenerated  nuclei  except  where  the  tumour 
has  ulcerated.  The  stroma  of  the  cancer  consists  of  a  very  vascular 
connective  tissue,  whose  arrangement  is  like  that  of  the  reticulum  of 
adenoid  tissue,  and  whose  meshes  are  packed  wdth  leucocytes  in  all 
stages  of  growth,  of  reproduction  by  mitosis,  and  of  decay.  These  are 
most  numerous  near  the  tumour  processes,  and  are  there  almost 
exclusively  of  the  variety  whose  granides  stain  with  eosin.  I  examined 
a  section  stained  by  Dr  W.  Russell's  method,  and  found  that  the  baso- 
phil leucocytes,  which  that  method  demonstrates,  were  only  present  in 
small  number.  Through  the  normal  cervical  tissue  are  also  scattered 
an  unusually  large  number  of  leucocytes,  many  of  which  are  eosinophiles. 
At  many  points  on  the  vaginal  aspect  the  tumour  has  ulcerated,  and 
the  appearances  produced  vary  to  a  certain  extent.  Either  the  stroma, 
which,  of  course,  closely  resembles  granulation  tissue,  nnd  which  here 
contains  occasional  large  macrophages,  becomes  supci-ficial,  or  the 
tumour  is  riddled  by  leucocytes  which  separate  and  destroy  the  cancer 
cells,  so  that  appearances  are  produced  very  like  those  seen  in  the 
epithelium  of  the  tonsil. 

"  The  blood-vessels  of  the  cervix  are  unusiially  large  and  numerous, 
and  the  supply  to  the  stroma  of  the  growth  exceedingly  free,  though 
mainly  effected  by  capillaries.  There  are  few  lymphatics  in  the  stroma, 
and  in  the  large  lymphatic  vessels  running  alongside  of  the  cervical 
vessels,  which  contain  numbers  of  leucocytes,  mostly  dcgi  nerated,  I  was 
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not  able  to  detect  a  single  cancer  cell  witli  certainty.  Nor  could  I  see 
in  the  parts  of  the  cervix  and  uterus  which  were  examined  any  metas- 
tdtic  nodules." 

[The  patient  some  months  afterwards  took  influenza,  and  then  ulcera- 
tive endocarditis,  from  whicli  she  died.  There  was  then  return  of 
cancerous  disease  in  the  iliac  region.] 

A  Contribution  to  the  Pathology  op  the  Lymphatics 
OF  THE  Female  Pelvis. 

In  this  communication  I  wish  to  draw  attention  to  one  or  two  points 
in  the  pathology  of  the  lymphatic  system  of  the  female  pelvis,  as  illus- 
trated in  two  cases  to  be  briefly  narrated. 

Case  I. — A.  B.,  cet.  27,  consulted  me  in  May  1882  as  to  her  state  of 
health.  She  was  an  under-sized,  wretchedly  thin  girl,  who  had  felt 
unable  for  her  usual  occupation  of  a  domestic  servant ;  but  the  medical 
men  whom  she  had  consulted  had  been  unable  to  find  anything  tangible 
to  account  for  her  condition.  When  I  saw  her,  however,  the  inguinal 
glands  of  the  left  groin  (those  parallel  to  Poupart's  ligament)  had  begun 
to  be  enlarged,  and  the  left  leg  was  painful  and  somewhat  swollen.  In 
the  vast  majority  of  cases,  enlargement  of  the  inguinal  glands  parallel 
to  Poupart's  ligament,  means  some  irritation  in  the  external  genitals  or 
lo  wer  fourth  of  the  vagina,  an  irritation  either  syphilitic,  gonorrhceal,  or 
cancerous.  The  external  genitals  and  vagina  were  in  this  girl,  however, 
perfectly  healthy,  and  the  condition  of  part  was,  further,  virginal. 
Deep  palpation  of  the  left  iliac  region  gave  a  sense  of  resistance  at  the 
left  mai-gin  of  the  true  pelvis ;  and  on  bimanual  examination  of  the 
pelvic  organs  I  found  the  following  condition  :  —  The  normal-sized 
uterus  was  lying  close  to  the  right  margin  of  the  true  pelvis.  At  the  left 
side  of  the  true  pelvis  could  be  felt  a  firm  resisting  mass,  about  the  size 
of  half  a  cocoa-nut.  It  seemed  firmly  fixed  to  the  pelvic  wall,  and  gave 
no  feeling  of  fluctuation. 

The  diagnosis  I  gave  was  that  of  a  malignant  tumour  in  the  sub- 
peritoneal tissue  in  the  true  pelvis,  having  the  situation  already' 
described,  and  spreading  through  the  lymphatics.  The  other  possi- 
bilities were^ — 

1.  An  inflammatory  condition. 
.    2.  Malignant  peritoneal  disease. 

1.  The  absence  of  fluctuation,  the  density  of  the  swelling,  and  the 
want  of  any  history  as  to  blood  eftusion,  abortion,  or  any  inflammator}' 
reaction,  put  this  out  of  the  question. 

2.  Malignant  peritoneal  disease  usually  begins  in  the  ovary,  involves 
the  pelvic  peritoneum  soon,  does  not  displace  the  uterus,  and  soon  sets 
up  ascites. 
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The  next  question  that  comes  up  is  of  course,  Did  the  diagnosis  given 
explain  all  the  symptoms  and  physical  signs?  The  chief  symptoms 
ucre  pain  and  oedema  of  the  leg.  The  pressure  of  the  mass  on  the 
])clvic  nerves  and  blood-vessels  was  sufficient  explanation  of  this.  But 
how  as  to  the  enlargement  of  the  inguinal  glands  when  there  was  no 
})rimary  affection  of  the  external  genitals  and  lower  fourth  of  vagina 
whose  lymphatics  pour  into  these  glands  1  This  was  at  once  explained 
by  the  knowledge  of  the  anatomical  fixct  that  at  the  obturator  foramen, 
on  its  pelvic  aspect,  there  lies  a  gland  or  collection  of  glands — the 


Fig.  49. 

Sahcomatous  Tumour  ok  the  Pelvic  Connective  Tissue. 

A,  Tumour ;  B,  Uterus  ;  Bl.,  Bladder  ;  Ov.,  Ovary  ;  C  C,  Inguinal ;  and  C    ,  Sacral 

Lymphatic  Glands. 


obturator  glands  of  M.  Guerin — which  communicate  with  the  inguinal 
glands. 

The  after  prqgress  of  the  case  need  not  be  detailed.  Any  operation  was 
hopeless,  and  one  could  only  palliate  the  pain  by  large  doses  of  morphia 
given  hypodermically.  The  girl  died  miserably  about  six  months 
afterwards. 

On  post-mortem  the  pelvis  was  removed,  and  Fig.  49  gives  a  view 
of  the  parts  as  seen  through  the  brim.  The  displaced  uterus  (B), 
subperitoneal  malignant  mass  (A),  enlarged  inguinal  glands  on  both 
sides,  and  the  large  mass  of  the  sacral  glands  (C)  are  well  seen. 
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On  more  minute  examination,  I  found  the  enlarged  obturator  glands, 
as  well  as  the  sacral  ones,  in  front  of  the  sacrum.  The  primary  tumour 
(A)  did  not  communicate  directly  with  the  enlarged  left  inguinal  glands. 
Microscopical  examination  showed  it  to  be  a  round-celled  sarcoma 
Th  is  case  illustrates,  thei'cfore,  not  only  a  rare  form  of  pelvic  disease, 
but  will  draw  attention  to  the  lymphatic  communication  between  the 
obturator  glands  and  those  of  the  inguinal  glands  parallel  to  Poupart's 
ligament. 

Case  II. — I  was  asked  by  Mr  Chiene  to  see  an  old  woman  who  had 
a  lump  in  the  groin,  which  she  said  had  come  down  suddenly  after  a 
strain,  and  was  caiising  her  pain  about  the  hip.  The  lump  was  hard, 
painless,  and  did  not  seem  hernial  in  its  nature.  No  complaint  referable 
to  the  genitals  was  made.  The  external  genitals  were  normal,  but  the 
finger  passed  into  the  vagina  came  on  a  bleeding  and  evidently  epithelio- 
matous  condition  of  the  lower  part  of.  the  anterior  vaginal  wall.  The 
whole  case  was  perfectly  clear ;  the  inguinal  glands  were  enlarging  from 
vaginal  infection,  and  the  radiating  pains  were  due  to  implication  of  the 
sacral  glands. 

We  may  recapitulate,  therefore,  as  follows  : — 

Enlargement  of  the  oblique  inguinal  glands  may  be  due  to  syphilitic, 
gonorrhoeal,  or  malignant  affections  of  the  external  genitals  and  lower 
fourth  of  vaginal  wall,  the  lymphatics  of  which  pour  into  these.  These 
glands,  however,  receive  branches  from  the  obturator  glands  of  Guerin, 
and  may,  therefore,  be  enlarged  as  the  result  of  malignant  disease  in 
the  true  pelvis. 

Since  writing  the  above  I  have  seen  four  cases  similar.  In  one  only 
did  I  operate,  and  there  I  found  an  extraperitoneal  round-celled  sarcoma. 
There  was  also  enlargement  of  the  inguinal  glands. 
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PRESIDENTIAL  ADDRESSES 
Introductory  Address  to  Edinburgh  Obstetrical  Society. 

Gentlemen, — In  opening  the  session  I  have  first  to  thank  you  for  the 
very  great  and  unexpected  honour  you  did  me  in  electing  me  your 
President.  To  have  been  one  in  your  Presidential  roll,  where  so 
many  famous  men  have  preceded  me,  I  shall  always  count  the 
greatest  honour  of  my  life,  and  my  earnest  hope  is  that  I  may 
so  discharge  its  duties  as  to  merit  your  approval  and  favourable 
regard. 

This  year  we  have  to  mourn  the  loss  of  Dr  Matthews  Duncan,  Avho 
has  been  so  long  and  intimately  connected  with  our  Society,  and  who, 
by  his  writings,  conferred  on  it  a  reputation  second  only  to  that  given 
by  the  illustrious  Sir  James  Simpson.  Dr  Duncan's  clearness  of  intellect 
and  honesty  of  purpose  gained  him  many  most  attached  friends, 
while  his  kindness  to  the  younger  Fellows,  and  the  great  interest 
he  took  in  their  scientific  work,  make  his  unexpected  death  the  greater 
blow. 

To-night  I  wish  specially  to  consider  Dr  Duncan's  scientific  work.  It 
seems  to  me  only  fitting  to  do  this,  as  most  of  his  papers  were  read 
before  our  Society,  and  although  time  only  can  try  all  men's  work,  it 
will  be  of  value  to  consider  his  just  now,  even  at  the  risk  of  such  ah 
estimate  being  deemed  premature.  I  do  so,  however,  not  in  the 
spirit  of  a  critic  —  that  would  be  presumption- — -but  as  one  who, 
like  many  others,  derived  the  gi-eatest  benefit  frOm  the  study  of  his 
writings. 

Duncan's  scientific  work  arranges  itself  naturally  under  the  divisions, 
of  Obstetrical,  Statistical,  and  Gyncecological. 

In  his  Obstetrical  and  Statistical  work  Duncan  is  seen  at  his  best. 
His  mind  was  essentially  exact,  one  that  needed  facts  before  it  could 
arrive  at  a  conclusion,  and  one  that  could  not,  as  a  rule,  speculate  on 
insufficient  data.  His  was  the  mind  of  the  accurate  physicist,  and  it  is 
his  great  merit  that  he  imported  physical  conceptions  into  Midwifery, 
and  scorned  with  loathing  the  guess-work  that  blew  up  a  frothy  deduc- 
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tion  only  to  disappear  under  the  first  whiflF  of  common-sense.  The 
"  Researches  in  Obstetrics,"  and  the  "  Contributions  to  the  Mechanism 
of  Natural  and  Morbid  Parturition,"  fully  establish  his  claims  to  stand 
in  the  first  rank  of  scientific  observers.  The  papers  on  "  Uterine 
Statics  "  are  admirable,  and  specially  good  is  that  on  the  function  of  the 
sacrum  in  relation  to  body  weight.  This  matter  is  put  with  a  clear- 
ness to  which  little  has  been  added.  In  his  other  papers,  especially  in 
regard  to  the  development  of  the  female  pelvis  and  the  production  of 
deformed  pelves,  he  is  less  successful  in  his  application  of  purely 
mechanical  principles,  but  they  are  nevertheless  full  of  interest  and 
value.  I  may  remark,  indeed,  on  this  point,  that  pure  mechanics  will 
not  account  entirely  for  such  a  thing  as  the  shape  of  the  female  pelvis. 
There  is  something  vital  in  addition,  a  type  of  gi-owth  whose  factors  we 
are  not  in  a  position  as  yet  to  define. 

It  is  to  Duncan,  especially  in  this  country,  that  we  are  indebted  for 
correct  views  on  the  condition  of  the  cervical  canal  during  and  at  the 
end  of  pregnancy.  He  clearly  demonstrated  that  it  remained  intact  till 
the  beginning  of  labour.  His  views  on  the  behaviour,  during  labour,  of 
the  cervix  and  what  we  now  term  the  lower  uterine  segment,  were  very 
correct,  so  that,  as  the  result  of  'these  clear  anatomical  conceptions,  his 
Avork  on  Placenta  Praevia,  especially  his  contributions  "  On  the  spontane- 
ous Separation  of  the  Placenta  when  Prsevia,"  and  "  On  the  Source  of 
Ha3morrhage,"  then,  are  in  my  opinion  the  best  he  ever  wrote.  His 
paper  on  "  The  alleged  Synclitism  of  the  Foetal  Head  during  Labour," 
and  against  the  alleged  Nsegele  obliquity  at  the  beginning  of  normal 
labour,  are  models  of  terseness,  accuracy,  and  scientific  criticism.  I 
know  no  papers  on  the  mechanism  of  labour  from  which  the  young 
specialist  can  learn  more,  and  none  more  worthy  of  his  careful  study. 
It  is,  indeed,  impossible  to  do  justice  to  Duncan's  work  on  this  head 
without  unduly  trespassing  on  your  time,  and  1  therefore,  pass  over  his 
papers,  on  the  "  Production  of  Face  Cases,"  on  the  "  Efficient  Powers  of 
Parturition,"  " The  Expulsion  of  the  Placenta,"  "Production  of  Inverted 
Uterus,"  with  the  remark  that  alone  they  would  have  thoroughly 
established  his  claim  to  rank  as  one  of  our  best  investigators.  His 
monograph  on  "Fecundity,  Fertility,  and  allied  Topics,"  in  which  he 
had  the  valuable  assistance  of  Professor  P.  G.  Tait,  is  a  monument 
of  most  valuable  work,  and  gives  facts  and  data  of  the  greatest 
importance. 

In  all  these  papers  we  see  pictured  the  bent  of  Duncan's  mind — 
accuracy  in  facts,  caution  in  defining  the  object  and  limits  of  his  paper, 
carefulness  in  deduction,  a  determination  to  exclude  all  sources  of 
fallacy,  with  careful  criticism  of  previous  observers.  Yet  he  evidently 
had  a  speculative  tendency,  which  not  only  crops  up  in  his  papers 
occasionally  {v.  Papers  on  the  Perineum,  p.  7),  but  entirely  dominated 
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a  famous  paper  "Ou  the  Retentive  Power  of  the  Abdomen."  Here  his 
speculations  and  theories  are  beyond  all  bounds,  and  show  Duncan 
in  a  role  one  would  never,  from  his  other  works,  have  deemed  him 
capable  of  assuming,'.  The  conceptions  usually  held  of  the  physics  of 
the  abdomen  are  erroneous,  and  often  grotesquely  so,  but  Duncan  gave 
in  his  consideration  of  this  subject  not  the  certain  sound  one  would  have 
expected  from  him,  and  no  accurate  physical  ideas.  Yet  I  know  that  he 
valued  this  paper  highly. 

As  a  gyniecologist  Dr  Duncan  shone  chiefly  as  a  critic.  I  have  no 
doubt  his  work  on  this  subject  will  be  severely  criticised  by  some,  and  I 
admit  that  much  of  it  is  negative.  In  many  respects,  however,  it  has 
been  most  valuable.  While  there  is  very  much  in  Gynaecology  that  we 
can  regard  with  pride  and  admiration,  there  is  a  great  deal  which  we 
can  now  only  look  on  with  a  feeling  of  humiliation.  The  utter  want  of 
common-sense,  to  say  nothing  of  the  entire  absence  of  pathological  or 
anatomical  basis,  for  much  of  the  treatment  of  minor  Gynaecology,  is  a 
matter  of  notoriety.  As  a  critic  of  this,  Duncan  did  most  notable 
service.  Undoubtedly  he  pushed  his  negative  policy  too  far,  as  is  well 
seen  in  his  early  opposition  to  ovariotomy,  and  the  grudging  he  dis- 
played to  major  operative  treatment.  Yet  such  conservatism  is  of  the 
greatest  use  even  in  this  ;  and  Duncan's  spirit,  in  a  modified  form, 
should  be  in  our  thoughts  always  in  considering  the  question  of  treat- 
ment of  disease. 

His  treatise  on  Perimetritis  and  Parametritis  is  a  clear  and  accurate 
account  of  this  matter  at  the  time  it  was  written,  and  was  the  product 
of  much  careful  thought  and  clinical  observation.  His  account  of  serous 
peritonitis  is  specially  good  and  original,  and  not  well  enough  known, 
as  one  sees  even  yet,  when  we  read  i-ecords  of  cases  where  evidently  it 
was  not  diagnosed.  In  glancing  over  this  work  once  more,  what  struck 
me  most  was  the  absence  of  all  reference  to  sepsis  as  a  cause  of  pelvic 
inflammatory  conditions.  Prophylaxis  on  this  basis  is  not  even 
mentioned,  and  consequently  it  is  of  historic  interest,  that  in  1869,  the 
most  philosophical  treatise  on  these  subjects  has  no  hint  of  what  we  now 
consider  the  great  etiological  factor  in  pelvic  inflammatory  conditions. 
In  his  after  writings  Duncan  enthusiastically  accepted  Lister's  great 
work.  Our  advance  in  treatment  can  be  gauged  by  the  fact  that  the 
only  operative  treatment  recommended  in  long-standing  pelvic  abscess, 
and  as  a  last  resort,  is  tapping  with  a  trocar. 

In  the  clinical  lectures  ou  Diseases  of  Women  there  is  much  that  is 
interesting,  but  little  that  is  helpful  in  treatment.  Duncan  had  lived 
through  the  time  when  much  df  minor  Gyneecology  was  meddlesome  and 
bad,  and  when  major  Gynaecology  was  fighting  for  its  existence.  This 
seems  to  have  engendered  in  him  a  suspiciousness  of  most  of  our  alleged 
advances.    There  is  little  of  the  spirit  of  modern  Gynaecology  in  the 
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lectures,  and  he  had  evidently  little  faith  in  its  future.  In  his  fourth 
edition  he  says,  "I  believe  the  time  will  come  when  nearly  all  the 
diseases  of  women  will  be  explained  by  a  transcendental  physics,  includ- 
ing chemistry."  That  day  is  far  off  at  present,  and  future  generations 
must  judge.  Will  the  President  of  our  Socipty  in  the  25th  century  be 
■an  expert  in  Quaternions  and  ether  vibrations  ?  Will  it  ever  be  possible 
to  treat  diseases  of  women  by  subcutaneous  injection  of  antidotes  to 
bacteriological  products  ? 

From  what  I  have  said  it  can  be  seen  that  I  would  place  Duncan  in 
the  very  highest  rank  as  a  scientific  and  clinical  observer  in  Obsteti'ics, 
but  I  would  at  present  rate  his  gynaecological  work  as  most  valuable 
for  its  engendering  the  spirit  of  caution,  and  even  of  suspicion  to  our 
alleged  advances.  This  latter  may  seem  scant  praise,  but  I  do  not  put 
it  forward  as  such.  The  stiident  of  Gynascology  is  heir  to  many  facts 
and  theories  of  whose  value  he  is  ignorant.  What  a  misfoi'tune  if  he 
has  been  so  taught  that  he  considers  a  stem  pessary  as  natural  and  fit 
a  treatment  for  an  alleged  flexion  as  a  plastic  operation  is  for  a  ruptured 
sphincter  ani !  A  teacher  must  appraise  and  criticise  facts  and  remedies, 
just  as  a  sound  lawyer  would  tell  his  client  that  the  shares  in  some 
vaunted  bubble  company  were  worthless,  and  that  his  real  monetary 
strength  lay  in  some  apparently  sober  investments.  This  is  what  one 
chiefly  learns  from  Duncan's  Gyntecology  and  Obstetrics — appreciation 
of  a  scientific  method  of  investigation,  a  power  of  considering  plausible 
statements  critically,  a  reverence  for  natu.ral  processes  as  the  real 
teachers  of  scientific  treatment. 

The  record  of  Duncan's  life  and  commanding  personality  is 
inspiriting  to  all.  What  a  record  of  steady,  strenuous  work  ! 
What  an  example  of  honest  endeavovu'  to  get  at  the  truth,  cost 
what  it  might !  How  generous  in  his  aid  to  younger  scientific 
workers !  We  all  count  his  connection  with  our  Society  one  of  its 
greatest  glories. 

I  do  not  at  present  say  anything  about  the  past  session's  work, 
except  that  it  is  of  a  very  high  order,  and  I  have  every  reason  to 
believe  that  this  standard  will  be  maintained  during  the  present 
year. 

The  work  already  published  in  our  Transactions  has  taken  a  high 
place  in  scientific  Obstetrics  and  Gynaicology,  and  it  is  for  us  to  maintain 
and  raise  that  standard.  One  thing  that  has  always  struck  me  in  con- 
nection with  oiu-  Society  has  been  the  kindly  and  generous  help  in 
scientific  work  and  suggestion  given  by  the  senior  members  to  the 
younger  Fellows.  Duncan  had  this  spirit  to  the  full,  and  no  one  has 
more  of  it  than  the  teacher  of  so  many  of  us  here — Professor  Simpson. 
Another  and  more  recent  factor  in  advancing  our  prosperity  has  been 
the  establishment  of  the  Royal  College  of  Physicians'  laboratory  chiefly 
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by  the  strenuous  work  of  Dr  Batty  Take.  The  Fellows  of  our  Society 
have  taken  ample  advantage  of  the  great  help  it  gives  to  anyone  anxious 
to  investigate.  No  one  can  now  say  thaf  in  Edinburgh  little  facility  is 
afforded  for  scientific  work,  and  a  heavy  responsibility  rests  on  all  in  our 
city  who,  with  material  and  facilities  for  research,  let  the  golden  oppor- 
tunity slip. 


Valedictouy  Address  to  the  Edinburgh  Obstetrical  Society. 

Gentlemen, — In  leaving  the  Presidential  Chair,  I  do  so  with  a  strong 
appreciation  of  the  great  honour  you  conferred  on  me  by  electing  me 
your  Presideut,  and  also  one  of  gratitude  for  the  very  pleasant  relations 
that  have  existed  between  us.  The  papers  brought  before  us  have 
been  most  valuable,  and  not  the  least  gratifying  feature  has  been  the 
very  great  ability  displayed  by  those  of  some  of  our  younger  Fellows, — 
an  ability  that  promises  great  things  for  the  future,  and  will,  I  am 
convinced,  support  and  extend  the  high  reputation  our  Society  has 
already  acquired. 

To-night  I  wish  to  sketch  briefly  the  history  of  Modern  Gynaecology 
in  its  main  aspects  of  progress,  history,  and  present  status.  Such  an 
attempt  is  full  of  difficulty — almost,  indeed,  of  danger — as  the  opinions 
of  gyntecologists  on  many  subjects  are  greatly  at  variance.  Yet  a 
candid  statement  of  my  opinion  may  be  valuable  in  eliciting  the  views 
of  others,  and  enabling  us  to  consider  past  errors,  with  the  best  Avay  of 
avoiding  them  for  the  future. 

Modern  Gynajcology  is  at  present  near  its  jubilee.  One  has  only 
to  glance  at  some  of  the  text-books  on  Diseases  of  Women,  published 
fifty  or  sixty  years  ago,  to  recognise  that  Gynaecology  did  not  then 
exist,  even  when  one  makes  allowance  for  the  time  text-book  writers 
take,  as  a  rule,  before  they  realise  advance  in  science.  In  Gooch's 
Account  of  some  of  the  most  Important  Diseases  peculiar  to  Women, 
published  in  1831,  we  find  the  greater  part  of  the  work  taken  up  with 
obstetric  conditions,  diseases  of  children,  and  a  discussion  on  the 
plague.  Polypus  uteri  occupies  forty-seven  pages,  and  with  a  few  on 
irritable  uterus,  the  then  lecturer  at  St.  Bartholomew's,  London,  con- 
cludes his  work. 

Blundell's  work  (1837)  is  one  of  a  very  different  kind.  He  describes 
uterine  displacements,  bladder  diseases,  ovarian  dropsy,  polypi,  uterine 
inversion,  uterine  cancer,  as  well  as  functional  diseases.  In  his  treat- 
ment, he  is  in  some  respects  as  advanced  as  our  most  modern  gyne- 
cologists. His  views  on  the  surgery  of  the  abdomen,  based  on 
experimental  research,  bear  the  mark  of  undoubted  genius,  and  it  is 
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hardly  credible  that  in  1828  such  a  correct  and  far-seeing  statement  as 
the  following  could  be  published  :  ^ — 

"I  may  be  pardoned,  perhaps,  for  endeavouring,  on  tliiK  occattion,  to  draw  the  notice 
of  the  i)rofes8ion  to  the  following  operations,  all  to  ajjpearance  feasible,  though  by  no 
means  all  of  equal  promise,  stating  distinctly,  at  the  same  time,  that  my  design  at 
present  is  to  recommend  them  to  consideration  merely,  and  not  to  practice,  excejit  as 
observed  above,  in  canen  otherwise  desperate. 

Istly.  A  division  of  both  the  Fallofdaii.  tubes,  and  even  the  removal  of  a  small  piece  of 
them,  so  as  to  render  them  co-inp/eteli/  impervious,  a  fit  addition  apparently  to  the  Casarran 
operation,  the  danger  of  which  it  ivould  scarcely  increase.— The  effect  of  this  operation 
would  be  to  prevent  subsequent  impregnation,  without,  however,  destroying  the  sexual 
propensities,  or  the  menstrual  action  of  the  womb ;  and  as  many,  besides  Mr  Barlow's 
patient,  have,  on  the  Continent,  recovered  fror&  the  Caesarean  operatidn,  the  possibility 
of  a  second  need  for  it  should,  I  think,  by  all  means  be  precluded.  In  those  cases  also 
of  contracted  pelvis,  in  which,  notwithstanding  the  excitement  of  parturition  in  the 
seventh  month,  it  is  still  necessary  to  destroy  the  children  by  opening  the  head,  and 
reducing  their  size  in  order  to  bring  them  down  through  the  pelvis,  I  think  it  would  not 
be  amiss  to  adopt  this  operation  in  order  to  produce  sterility.  An  opening,  two  fingers 
broad,  might  be  made  above  the  symphysis  pubis  near  the  linea  alba ;  the  Fallopian 
tubes  might  be  drawn  up  to  this  opening  one  after  the  other,  and  a  piece  of  the  tube 
might  then  be  taken  out.  This  operation,  much  less  dangerous  than  a  delivery  by 
perforating  the  head  when  the  pelvis  is  highly  contracted,  may,  I  think,  be  safely 
recommended. 

2ndly.  The  extirpation  of  the  healthy  ovaries. — This  operation,  even  granting  it  to  be 
safe,  can  scarcely  in  any  instance  be  necessary,  though  it  may  be  observe(i,  by  the  way, 
that  it  would  probably  be  found  an  effectual  remedy  in  the  worst  cases  of  dysmenorrhoea, 
and  in  bleeding  from  monthly  determination  of  the  inverted  womb,  where  the  extirpation 
of  this  organ  was  rejected  .... 

3rdly.  2'hc  extirpation  of  the  ovarian  cyst  in  schirrus,  comhined  with  dropsy,  or  in 
simple  dropsy,  will  most  probably  be  prevented  by  extensive  adhesions,  if  the  dropsical 
cyst  be  large  and  of  long  standing ;  but  if  the  cyst  l)e  small,  containing  (as  in  Nathan 
Smith's  case)  a  few  pints  only,  the  adhesions,  it  may  be,  will  be  found  of  small  extent 
and  easily  separable.  It  remains  to  be  ascertained,  by  observation,,  in  what  degree  the 
abdominal  adhesions  may  be  divided,  without  an  unjustifiable  risk  to  the  life  of  the 
patient.  In  the  case  of  Janet  Ireland,  operated  on  by  a  very  able  surgeon,  Mr  Lizars  of 
Edinburgh,  the  whole  of  the  diseased  mass  could  not,  I  believe,  be  removed  from  the 
abdomen  ;  notwithstanding,  the  patient  got  well,  gathered  flesh,  and  was  relieved  of  her 
central  pains.  These  considerations  are  very  encouraging,  but  we  must  beware  of  rash- 
ness, and,  above  all,  we  must  be  careful  to  select  for  the  operation  those  cases  only  in 
which  there  is  a  reasonable  hope. 

.5thly.  The  removal  of  the  cancerous  womb  when  the  ulceration  ft 7-st  7nakes  its  appear- 
ance.— To  omit  the  operations  performed  upon  the  Continent,  as  well  as  those  by  Dr 
AVeatherell  and  Mr  Banner,  the  event  of  Mrs  Moulden's  case,  hereafter  detailed,  has, 
it  is  presumed,  clearly  proved  the  possible  success  of  this  operation,  \yitliout  the  help 
of  surgery  this  disease  appears  to  be  totally  helpless  ;  but  of  rashness,  as  before  observed, 
it  is  necessary  to  beware. 

ethly.  Extirpation  of  the  puerperal  ttierMS.— When  the  Cajsarean  operation  is  per- 
formed, or  when  a  patient  is  evidently  sinking  after  rupture  of  the  womb,  let  it  be 
remembered  that  the  wound  formed  by  the  extirpation  of  womb,  and  which  might 
probably  be  much  reduced  in  extent  by  drawing  the  parts  together  with  a  ligature, 
would  merely  take  the  place  of  a  more  formidable  wound  :  that,  I  mean,  formed  in  the 
womb  by  the  Cesarean  operation,  and  which,  by  the  operation  here  performed,  would, 
together  with  the  uterus,  be  taken  completely  out  of  the  body.  No  operation,  perhaps, 
can  be  more  unpromising— shall  I  say,  more  unjustifiable— the  present  state  of  our 
knmolcdge,  but  I  thought  it  proper  to  mention  it.  From  four  rabbits  I  removed  the 
uterus  within  a  few  hours  after  delivery,  after  having  drawn  together,  by  means  of 
ligatures,  the  parts  by  which  they  were  connected  to  the  pelvis,— I  mean  the  vagina, 
broad  ligaments,  and  Fallopian  tubes.  The  mass  removed  was  large  enough  to  fill  the 
hollow  of  the  hand,  as  the  rabbit  is  multiparous,  and  has  two  wombs  of  great  capacity. 
Of  these  four  rabbits,  three,  to  my  great  surprise,  recovered— the  fourth  dying  from 
internal  hsemorrhagy,  in  consequence  of  the  detachment  of  the  ligatures,  which  had  been 
insecurely  tied.  A  practitioner  of  considerable  acuteness,  Mr  Webber  of  Yarmouth, 
informs  me  that,  being  called  to  an  inversion  of  the  puerperal  uterus,  he  successfully 
removed  it  on  the  fifteenth  day  after  delivery." 

1  Blundell's  works  are  his  Diiieasex  of  Wr.infn,  edited  by  Castle,  London,  1837  ;  liis  Surgery  of  the 
Abdomen,  an  appendix  to  Asfiwell's  treatise  on  Parturition,  London,  182« ;  r.  also  Lancet,  1828. 
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Thus  Bhindell  anticipated — (1)  the  section  of  the  Fallopian  tubes 
now  practised  by  many  after  Cfesarean  section ;  (2)  the  extirpation  of 
the  ovaries  for  dysmenorrhoea  and  inversions,  now  known  as  Battey's 
operation ;  (3)  Porro's  modification  of  the  Ceesarean  section.  In 
extirpation  of  the  cancerous  uterus  he  stated  at  the  same  time  what  is 
exactly  the  modern  standpoint,  "  The  general  surgeons  would,  I  presume, 
of  preference  remove  the  parts  by  incision  above  the  symphysis,  and  a 
facility  Avould  thus  be  afforded  for  ascertaining  the  state  of  the  abdominal 
viscera;  but  I  suspect  it  will  be  found  at  last  that  it  is  through  the 
outlet  of  the  pelvis  that  the  parts  may  be  removed  with  the  fairest 
prospect  of  success." — (Castle's  edition  of  Blundell's  Diseases  of  Women, 
p.  185.) 

No  one  can  read  Blundell's  works  without  being  impressed  by  his 
genius  and  wonderful  intuition,  and  it  is  remarkable  that  so  little 
general  credit  has  been  given  him  for  his  advances.  This  may  have 
been  due  to  a  distrust  of  speculation  unaccompanied  by  actual  statistical 
results,  as  well  as  to  an  unfitness  of  the  times  for  such  advances.  His 
environment  was  too  much  for  him.  His  work  on  Gynaecology  is  also 
distinctly  wanting  in  methods  of  investigation  of  disease,  and  this  must 
have  prevented  the  general  acceptance  of  his  views,  and  hindered  the 
progress  of  the  science.  In  some  respects  he  reminds  one  of  Lizars  of 
Edinburgh,  but  Blundell  was  by  far  the  greater  man. 

The  greatest  advance  in  Gynsecology  was  made  by  Sir  James  Simpson 
by  his  invention  of  the  uterine  sound  and  sponge  tent.  These 
instruments  gave  a  means  of  diagnosis  and  treatment  hitherto  lacking, 
and  opened  up  the  realm  of  the  pathology  of  the  uterus.  His  original 
memoir  on  the  uterine  sound  is  a  marvellous  piece  of  work,  and  gives 
one  a  clear  idea  of  the  immense  stride  made  by  its  use.  He  first  points 
out  the  means  then  at  the  disposal  of  the  specialist  for  gynajcological 
diagnosis,  viz.,— (1)  the  state  of  the  uterine  functions ;  (2)  the  condition 
of  the  functions  of  the  immediate  viscera;  (3)  the  existence  of 
sympathetic  mammary  or  spinal  pains  ;  (4)  the  condition  of  the  patient's 
general  health.  Thus  local  examination  was  almost  nil;  but  we  of  the 
present  time  are  far  too  apt  to  forget  that  the  four  points  so  laid  down 
are  of  very  great  importance  in  investigating  a  case,  and  are  too  much 
neglected  for  abundant  local  examination.  Then  follows  his  description 
of  the  sound  and  its  use  in  the  diagnosis  of  subinvolution,  super- 
involution  (conditions  really  discovered  by  it)  in  fibroids,  etc.  It  is 
also  marvellous  to  see  how  clearly  Simpson  had  grasped  the  idea  of  the 
modern  bimanual,  as  he  really  describes  its  use  combined  with  that  of 
the  sound  most  accurately.  Indeed,  one  is  tempted  to  ask.  Why 
Simpson  did  not  see  the  limitation  and  danger  of  the  sound,  and  the 
much  greater  value  in  most  points  of  the  bimanual  ?  Such  a  step  was, 
however,  at  that  time  impossible,  even  to  such  a  giant  as  Simpson  was. 
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Genius  is  great,  but  it  cannot  conquer  environment  completely,  and 
the  time  then  was  not  ripe  for  this  step. 

This  paper  gave  Gjnajcology  its  first  great  impetus,  and  a  perusal  of 
it  impresses  one  deeply  with  Simpson's  power. 

Looking  back  on  its  use  from  a  modern  standpoint,  we  can  see  that 
great  abuses  and  dangers  resulted  from  the  employment  of  the  sound, 
and  some  have  urged  that  its  limited  use  now  shows  that  its  original 
invention  was  a  mistake,  and  that  from  its  indiscriminate  application 
more  harm  than  good  has  resulted.  We  now  know  its  risks,  especially 
since  our  knowledge  of  antiseptics,  and  we  have  been  able  to  limit  its 
use  greatly  by  the  extension  of  the  bimanual,  especially  when  perfoi'med 
under  anaesthesia.  All  this,  however,  detracts  in  no  way  from  Simpson's 
fame.  There  is  an  evolution  in  Science  as  in  Nature,  and  although  the 
former  works,  unlike  the  latter,  from  the  complicated  and  perhaps 
dangerous,  to  the  simple  and  safe,  it  is  none  the  less  apparently  a  law 
in  our  mental  processes.    One  can  look  at  Listerism  in  this  same  light. 

The  perusal  of  Simpson's  many  other  papers  serves  to  increase  our 
admiration ;  and  his  great  obstetric  work,  to  say  nothing  of  what  he 
did  for  ansesthesia,  mark  him  as  a  giant  in  this  subject — one  whose 
name  can  never  fade  nor  have  its  lustre  dimmed.  He  is  the  only  one 
of  whom  we  can  say  in  Gynsecology,  Magna  pars  fuit. 

To  Sims  in  America  we  owe  a  great  advance — the  discovery  of  the 
Sims'  speculum.    It  may  be  urged  that  the  use  of  the  speculum  dates 
from  the  7th  century,  when  Paulus  ^Egineta  wrote  of  the  dioptra,  and 
that  I  have  ignored  Recamier's  claims.    No  one  can  deny,  however, 
that  Sims  gave  us  the  best  speculum,  and  the  only  one  of  any  use  for 
real  operative  work.    The  reason  of  this  is  evident.    Sims  observed  a 
natural  fact,  viz.,  the  dilatation  of  the  vagina  in  a  certain  posture,  and 
attained  it  artificially  by  the  simplest  means.    This  showed  his  genius 
— the  power  of  observing  a  natural  phenomenon  and  imitating  it  in  the 
simplest  way  possible.    And  so  it  will  be  of  every  alleged  discovery  :  it 
can  only  live  as  truth  so  far  as  it  is  based  on  real  fact  and  in  its  working 
follows  the  natural  mechanism.    This  discovery  and  his  work  on  vesico- 
vaginal fistula  and  prolapsus  uteri  are,  in  my  opinion,  Sims'  real  claims 
to  be  considered  one  of  the  great  founders  of  Gynsecology.    In  some 
respects,  however,  he  was   too  much  luider   the   influence   of  the 
mechanical  school.    We  must  now  pass  on  to  higher  advances,  those 
of  abdominal  surgery.    In  this,  Simpson  ^  and  Sims  played  little  or  no 
part,  while  Blundell  could  only  foresee  and  advise  what  neither  he  nor 
his  contemporaries  during  his  period  of  active  life  could  practise.  The 
terrible  death  of  the  sufferer  from  cystic  ovarian  disease  stirred  the 
compassion  of  Keith,  Wells,  and  Atlee,  and  to  the  indomitable  work  of 

1  It  must  not  be  forgotten  that  Simpson  fonglit  most  nobly  and  keenly  for  ovariotomy  when 
most  men  were  against  it  {<:  Dr  G.  W.  lialfour's  Valedictory,  Kd.  Med.  Chir.  Tram.,  1SS3). 
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that  groat  trio  we  owe  one  of  our  noblest  advances.  (_)ne  admires  the 
co\iragc  of  these  men.  They  operated  in  a  hostile  and  even  threatening 
profession,  on  cases  often  hopeless  from  long  continuance  and  many 
tappings,  with  many  errors  clinging  to  them  as  their  legacy  from  the 
past ;  and  yet  from  their  work  has  come  a  technique  which  leaves  little 
to  be  desired.  Keith's  share  in  all  this  has  been  great.  His  develop- 
ment of  an  asepsis  in  his  operations  even  prior  to  Lister's  work,  and  his 
share  in  the  development  of  the  peritoneal  toilette,  give  him  one  of  the 
highest  places  among  the  pioneers  of  abdominal  work. 

The  victory  won  over  ovariotomy  made  the  next  advance  a  much 
easier  matter.  I  refer  to  the  modern  operative  treatment  of  diseased 
uterine  appendages,  known  as  Battey's  and  Tait's  operations.  For 
long,  gyntecologists  ignored  tubal  disease.  They  did  this  in  spite  of  a 
fair  amoimt  of  pathological  evidence,  as  one  can  see  from  Cruveilhier's 
Atlas,  where  tubercular  disease  was  figured  (1829) ;  from  Boivin  and 
Duges'  Plates,  which  showed  hydrosalpinx  and  probably  distended 
purulent  tubes  (1833);  and,  lastly,  from  Hooper  (1832),  where  j)yosal- 
pinx  and  hydrosalpinx  were  distinctly  figured.  In  later  years  much  of 
this  was  forgotten,  and  gynaecological  text-book  writers  thought  they 
did  their  duty  suflSciently  if  they  figured  Hooper's  plate.  Inflammatory 
pelvic  disease  was  classed  as  either  pelvic  peritonitis  or  cellulitis,  and 
the  possibility  of  its  being  a  tubal  condition  never  considered  by  the 
vast  mass  of  specialists,  if  indeed  by  any.  The  relation  between  tubal 
disease  and  peritonitis  was  hardly  thought  of  in  this  country,  and  the 
overwhelming  preponderance  of  inflammatory  conditions  posterior  to  the 
broad  hgament  alleged  to  be  due  to  the  pouch  of  Douglas  being  the 
deepest  part  of  the  peritoneal  cavity  (in  the  erect  posture  !),  so  that 
fluid  gi-avitated  there,  and  not  as  pointing  to  a  tubal  origin.  The 
present  tendency  is  to  class  most  pelvic  inflammatory  swellings  as  tubal, 
the  usual  gynaecological  rebound.  Despite  the  pathological  evidence 
already  quoted  and  the  great  work  of  Bernutz  and  Goupil,  well  worthy 
of  perusal  at  the  present  time,  with  its  careful  record  of  tubal  distension 
followed  by  peritonitis  and  death  {v.  MeadoAvs'  Translation,  vol.  ii.  pp. 
97-101),  nothing  was  done  in  the  way  of  rational  treatment  until 
Battey,  Hegar,  and  Tait  opened  a  new  field  of  operative  work,  rescued 
numberless  women  from  suff'ering  and  death,  and  took  away  from 
Gynaecology  the  opprobrium  of  hopeless  and  helpless  minor  medication 
of  serious  disease. 

Battey,  as  is  well  known,  attacked  the  problem  of  such  cases  from  the 
standpoint  of  theory— wild  theory.  To  establish  an  artificial  menopause 
was  his  aim,  not  to  remove  pathological  organs.  Yet  none  the  less 
should  he  be  denied  the  highest  credit  for  what  he  has  done.  Far 
away  from  the  great  educational  centres  and  opportunities  for  patho- 
logical investigation,  he  yet  clearly  saw  that  certain  cases  in  Gynecology 
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were  allowed  to  drift  on  to  hopeless  invalidism  or  death,  often  with 
nothing  but  a  well-fitting  pessary — the  usual  verbal  jingle,  as  effective 
as  Mrs  Partington's  mop  in  an  Atlantic  storm — to  restore  comfort  and 
health.  Battey,  unlike  Blundell,  had  the  courage  of  his  theory,  and 
the  operations  he  did  and  encouraged  others  to  do  showed  that  operative 
interference  was  rational  and  safe  in  such.  Soon  the  real  naked-eye 
pathological  conditions  were  revealed,  and  Tait  speedily  outstripped  all 
in  his  daring  and  ability,  more  especially  established  the  importance  of 
tubal  disease,  and  wrung  from  present  pathology  abundant  if  tardy 
proof  of  its  frequent  existence.  Hegar  was  also  in  this  advance,  and 
especially  in  tubercular  disease  has  done  great  work. 

Very  much,  however,  remains  to  be  accomplished  under  this  head. 
Ultimate  results,  so  difficult  to  get  and  requiring  immense  courage  to 
publish,  are  not  thoroughly  known.  The  exact  pathology  of  tubal  and 
ovarian  disease  is  too  little  known,  and,  undoubtedly,  there  has  been  much 
rash  and  crude  work.  As  in  all  gyntecological  advances,  there  has  been 
fussy  and  meddlesome  interference  with  women's  appendages,  and 
possibly  many  tubes  and  ovaries  have  been  sacrificed  that  might  well 
have  been  spared.  Still,  shrinkage  in  indications  is  going  on,  and  no 
doubt  we  shall  soon  settle  down  to  greater  precision  and  a  more 
thorough  knowledge  of  this  subject. 

I  am  tempted  to  consider  fully  what  has  been  done  further  in  the 
surgery  of  the  abdomen,  especially  advances  in  hepatic  and  renal 
surgery ;  but  to  take  up  these  would  be  too  great  a  tax  on  your 
patience.  For  the  same  reason  I  must  also  restrain  myself  from  any 
remarks  on  extra-uterine  gestation. 

So  far,  then,  I  have  merely  touched  the  mountain-tops  of  our  subject, 
and  laid  myself  open  to  the  criticism  of  attributing  nearly  all  the 
advances  in  Gyntecology  to  Anglo-Saxon  investigators.  I  must  there- 
fore consider  now  the  outside  workers,  as  well  as  those  of  Germany  and 
France. 

No  one  has  had  more  influence  for  good  in  gynsecological  opei'ative 
work  than  Lister.  When  once  the  gynaecologist  has  grasped  the  idea 
of  the  "clean  touch,"  he  opens  up  to  himself  the  realm  of  safe  operative 
work.  Bacteriology  has  explained  what  was  hitherto  inexplicable. 
Gynaecology  at  one  time  had  sad  experience  of  such  cases  as  death  from 
peritonitis  after  the  use  of  the  sound,  tent,  or  stem  pessary,  or  after 
some  minor  operation  such  as  curetting.  We  now  know  what  that 
means — Sepsis.  It  is  Lister's  immortal  fame  to  have  robbed  obstetrics 
and  surgery  of  their  main  terror. 

France  has  done  much  for  Gynaecology,  and  the  names  of  Dupuytren, 
Recamier,  Koeberle,  Bernutz,  Goupil,  and  Pean  are  illustrious  and 
famous.  No  French  work  has  impressed  me  so  much  as  that  of  Bernutz 
and  Goupil,  with  its  sound  views  on  treatment,  and  one  is  amazed  that 
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its  influence  in  this  country  has  not  been  greater.  Yet,  I  think,  France 
should  have  done  more.  Its  modern  school,  as  represented  in  Pozzi's 
most  valuable  text-book,  shows  her,  however,  now  thoroughlj'  abreast  of 
the  time^. 

German  gyniocologists,  especially  of  late  years,  have  greatly  extended 
our  knowledge,  and  to  their  work  on  cervical  and  perineal  surgery — 
above  all,  to  the  courage  and  thoroughness  with  which  they  are  trying 
to  solve  the  difficult  problem  of  the  treatment  of  uterine  cancer — we 
are  immensely  indebted.  It  would  be  impossible  even  to  enumerate 
the  many  illustrious  names  of  which  German  Gyntecology  can  at 
present  boast ;  but  among  those  who  are  gone  I  may  specially  mention 
Schroeder,  whose  solid  and  enduring  work  has  been  of  the  greatest 
value,  and  who  has  founded  a  noteworthy  sciiool  of  observers.  Finally, 
our  German  confi-eres  take  a  leading  position  in  scientific  investigation, 
and  their  thoroughness  and  enthusiasm  are  an  example  to  all. 

In  this  brief  sketch  I  have  omitted  many  names  deserving  of  mention. 
Ephraim  M'Dowell  and  Nathan  Smith,  as  the  pioneers  in  ovariotomy, 
deserve  all  the  praise  America  has  lavished  on  them.  To  one  living- 
American  investigator,  Emmet,  Gynaecology  owes  much.  His  observa- 
tions on  lacerations  of  the  cervix  are  pathological  contributions  of  high 
value,  and  although  his  operation  has  been  frightfully  abused  by  many, 
this  has  been  done  despite  his  strong  protest.  Emmet's  scientific 
honesty  is  one  of  the  glories  of  American  Gyntecology. 

So  far  I  have  mei-ely  taken  up  the  questions  of  the  progress  of 
Gyntecology.  Its  actual  history  is  quite  another  matter,  so  far  as 
congratulation  goes.  The  negative  condition  of  knowledge  in  Gooch's 
time  soon  changed  its  quantity,  and  an  amount  of  pernicious  dogma 
and  theory  was  let  loose,  from  the  evil  effects  of  which  we  have  not  yet 
rallied.  Probably  the  worst  of  these  schools,  as  we  might  term  them, 
was  that  of  the  ulcerationists,  Avith  their  one  simple  cervical  pathological 
lesion,  and  its  one  simple  cure.  We  get  the  fullest  information  as  to 
this  ulceration  of  the  cervix  from  J.  H.  Bennet's  work  on  Inflammation 
of  the  Uterus.  Here  Bennet  rims  riot  in  the  most  woeful  manner. 
Every  pelvic  symptom  a  woman  had  was  due  to  ulceration  of  her  cervix  : 
almost  every  gynaecological  patient  had  it,  and  there  was  no  rest  for 
her  until  the  cervix  had  been  scarred  and  cicatrised  to  a  supposed 
normal  condition.  I  know  no  more  appalling  nor  ghastly  book  than 
Bennet's,  nor  any  epoch  in  our  history  we  should  regard  with  more 
shame. 

The  doctrines  of  the  extreme  mechanical  school  are  about  as  bad. 
The  leading  dogma  in  its  f^iith  is  that  a  woman's  pelvic  health  is  all  a 
question  of  the  angle  her  uterus  makes  with  the  horizon,  or  depends  on 
the  angular  relation  between  the  uterine  body  and  cervix.  So  simple 
and  exact  a  matter  is  feminine  comfort.    As  Bennet's  work  was  the 
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result  of  liecamier's  speculum,  so  uterine  displacements  followed  the 
discovery  of  the  sound.  One  is  almost  ashamed  to  say  that  we  now 
know  that  ulceration  of  the  cervix  does  not  exist,  and  has  never  existed. 
As  to  uterine  displacements,  it  is  notorious  that  a  fixed  position  of  the 
uterus  was  assumed  as  normal,  though  in  reality  the  uterus  has  no 
fixed  position,  but  rather  an  extensive  range  :  while  certain  conditions 
considered  pathological  are,  in  fixct,  normal.  Fortunately  now,  the 
current  belief  as  to  displacements  is  that  their  significance  is  slight,  that 
few  require  direct  treatment,  and  that  the  vast  majority  are  secondary 
inflammatory  conditions,  as  Schultze  and  Emmet  have  so  clearly 
pointed  out.  While  most  have  thrown  off"  all  this  pernicious  error, 
there  are  still  some  faults  to  be  guarded  against  in  the  magnification  of 
the  significance  of  slight  pelvic  lesions,  and  the  ignoring  of  the  general 
constitutional  state  or  neurotic  diathesis.  One  m\ist  never  forget  that 
certain  lesions  are  the  result  of  normal  child-birth,  may  exist  for  years 
without  harm,  be  detected  when  the  patient  is  below  par,  and  erroneously 
considered  the  cause.  How  many  a  hard-worked,  run-down  woman, 
primarily  handicapped  with  a  neurotic  constitution  and  over-weighted 
Avith  the  cares  of  maternity,  is  assured  that  all  her  troubles  are  due  to 
a  slight  displacement  or  a  minor  cervical  split,  and  is  supposed  to  be 
cured  by  some  mechanical  nostrum,  or  by  the  obliteration  of  a  cervical 
laceration  !  But  I  need  not  enlarge  on  a  subject  so  wisely  treated  by 
Clifford  Allbutt,  and  whose  cure  has  been  clearly  indicated  by  Weir 
Mitchell.  By  all  means  let  us  give  an  exact  opinion  of  pelvic  lesions 
when  we  are  consulted,  but  let  us  beware  of  overestimating  or  under- 
estimating their  significance,  and  ignoring  neurosis  aud  neurasthenia. 

We  see  then  that  Gynsecology  started  from  such  a  condition  as  one 
finds  m  Gooch — irritable  uterus  :  as  instruments  for  examination  were 
invented  or  revived  we  got  diseases  discovered,  generally  at  first 
misunderstood,  and  often  a  system  of  pathology  based  on  them  alone. 
Bennet  made  most  diseases  secondary  to  u.lceration  of  the  cervix,  just 
as  the  displacement  school  explained  everything  as  originating  in  a 
version  or  flexion.  What  saved  Gyntecology  mainly  was  the  results 
derived  from  abdominal  surgery,  which  showed  us  the  folly  of  much  of 
the  previous  work,  as  well  as  gave  an  impetus  to  exact  anatomical  and 
pathological  investigation.  What  lessons,  then,  are  we  to  draw  from 
the  past?  But  first  let  us  not  imagine  for  one  moment  that  we  are 
above  the  faults  and  follies  of  our  predecessors  :  nay,  that  we  have  not 
fallen  into  worse.  Every  age  merely  changes  its  craze,  and  many 
modern  facts  in  Gynaecology  and  the  other  branches  of  Medicine  reveal 
us  as  credulous  and  simple  as  the  medifeval  practitioner.  We  can  keep 
before  us,  however,  the  great  fact  that  our  knowledge  of  the  nature  of 
any  disease  depends  on  our  knowledge  of  the  development  and  anatomy 
of  the  organ  concerned ;  on  our  information  as  to  its  functions ;  and, 
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finally,  on  what  wo  know  of  its  patliolog-y.  How  often  has  a  system  of 
eUiboi-ate  medication  been  sUxin  by  a  single  fact  in  anatomy  or  patliology, 
and  hxid  as  prone  and  discredited  as  Coliath  !  Anatomical,  physiological, 
and  pathological  research  must  be  the  basis  of  our  future  advances,  and 
the  test  applied  to  all  alleged  discoveries.  "  Investigate  "  must  be  our 
motto.  One  thing  further  has  struck  mc  in  Gynecology,  and  that  is, 
that  our  clinical  history  of  disease  is  not  quite  crystallised  out.  This 
is  a  point  worthy  of  our  most  careful  attention,  and  in  this  respect  we 
have  much  to  learn  from  pure  Surgery  and  Medicine. 

Gyntecology  has  sprung  from  Medicine,  and  has  long  existed  as  one 
of  its  branches.  Gradually  it  has  emancipated  itself,  and  now  stands 
free,  undoubtedly,  as  a  branch  of  Surgery.  Yet  gynsecologists  in  our 
famous  Infirmary  are  still  linked  with  physicians,  and  do  their  operative 
work  amongst  them.  This  is  unseemly,  absolutely  unscientific,  and 
should  be  speedily  put  right.  No  general  surgeon  would  tolerate 
phthisis  and  skin-disease  patients  in  his  ward,  and  yet  to  Gynaecology 
in  the  leading  Medical  School  of  the  country  half  of  a  physician's  ward 
is  allotted.  We  must  undoubtedly  leave  the  physicians,  bag  and 
baggage,  and  establish  ourselves  as  an  independent  surgical  speciality. 

Looking  back  on  the  past  of  Gyntecology,  we  can  truly  say  that  it 
has  been  a  brilliant  one,  and  that  the  future  is  still  more  full  of  promise. 
There  has  been  much  to  be  proud  of :  much,  alas  !  that  is  humiliating. 
Yet  we  are  thankful  that  always  in  our  dark  days  there  have  been  some 
faithful  to  truth  and  common  sense,  and  who  never  bowed  the  knee  to 
Moloch,  but  were  contrariwise  abusive  to  the  supposed  advances,  and 
therefore  helpful  to  Truth.  Let  all  of  us,  even  the  youngest,  have  a 
healthy  scepticism,  and  be  most  doubtful  of  any  truth  so  evident  that 
it  has  been  accepted  without  proof. 

Our  special  societies  have  a  value  that  cannot  be  overestimated. 
Every  such  society  should  regard  itself  as  a  band  of  workers,  or  rather 
builders,  whose  duty  it  is,  man  by  man,  to  contribute  each  his  stone  to 
the  growth  of  its  special  science.  We  must  resist  the  temptation  to 
build  more  than  our  material  warrants,  and  eschew  all  attempts  to 
complete  our  ideas  with  tricked-out  canvas,  which  must  soon  decay, 
and  be  torn  down  with  reproach.  It  is  given  to  few  to  make  such 
gigantic  contributions  as  Harvey,  Simpson,  and  Lister,  but  most  can  at 
least  add  some  fact,  fill  up  some  gap,  and  feel  that  their  work,  though 
humble,  has  been  true, 

"  One  stone  the  more  swung  to  her  place, 
In  that  dread  Temple  of  Thy  Worth. " 
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Sections  and  Casts  :  Laboratory  Reports,  Royal  College  of  Physicians,  Edin.  vol.  ii. 
Barnes,  R.  and  /''.—Obstetric  Medicine  and  Surgery  :  vol.  ii.,  pp.  243,  et  seq.  Bayer 
— Uber  Placenta  praivia :  Verb,  der  deutsch.  Oesellscliaft  fur  Gynak.  Erster 
Kongi-ess.  Leipzig,  188G.  Behrn— Die  Combiuirte  Wendung  bei  Placenta  praevia  : 
Arch,  fiir  Gyniik.,  Bd.  xxxv.  BuvLm—Znr  ICenntniss  der  Uteroplacentargefiisse  : 
Arch,  fiir  Gyniik.,  ]3d.'  xxxvii.  CAt«)-t— Ueber  die  Topographischen  Verhaltnisse 
des  Genitales  :  Wien.  Toeplitz,  &  Deuticke,  1885.  Duncan,  J.  Matthews— 
Mechanism  of  Morbid  and  Natural  Parturition  :  Chapters  xxi. -xxv.  Edi)i., 
A.  &  C.  Black,  1875.  Farrc,  A.— v.  Todd's  Cyclopsedia.  Hurt  anil  Gulland—On 
the  Structure  of  the  Human  Placenta,  with  special  reference  to  tlie  oi-igin  of  the 
Decidua  Reflexa  :  Reports  of  the  Royal  College  of  Physicians,  Edin.,  vol.  iv.  Hurt 
— A  Contribution  to  the  Anatomy  of  the  post  partum  Uterus,  with  special  reference 
to  Placenta  Praevia:  Edin.  Med.  Jour.,  July  1887.  Hicks,  J.  B. — Lancet,  18(50; 
and  Lond.  Obst.  J  our. ,  1864.  Hofmcicr — Die  menschliche  Placenta  ;  Zur  Anatomic 
and  Aetiologie  der  Placenta  praevia  :  Wiesbaden,  Bergmann,  1890.  Hofiaeier — 
Zur  Behandlimg  der  Placenta  praevia.  H.  advocates  early  bipolar  version  and 
careful  and  not  too  speedy  delivery  (h — 1|  hours).  In  46  cases,  five  died  ;  two  from 
loss  of  blood,  one  from  loss  of  blood  and  infection  before  labour.  Total  mortality 
for  mothers  is  thus  10'8  pev  cent.  Hofmeier  and  Benckiser — Beitrage  zur  Anatomic 
des  Schwangeren  unci  Kreissenden  Uterus.  Hubreoht — Studies  in  Mammalian 
Embryology:  Quart.  Jour,  of  Micros.  Sc,  xxx.,  p.  283.  Hunter,  Wm. — On  tlie 
Anatomy  of  the  Gra\'id  Uterus  :  1774.  Kaltenhach — Zur  Pathogenese  der  Placenta 
praevia:  Zts.  fiir  Geb.,  Bd.  xix.  Minot — Article  Placenta  in  Buck's  reference 
Handbook  of  the  Medical  Science  :  Wood  &  Co.,  New  York,  1887.  Miiller,  Ludiuifi 
— Placenta  praevia  :  Stuttgart,  Enke,  1877.  Milnchmeyer — Ueber  den  Werth  der 
subcutanen  Kochsalzinfusion  zur  Behandlung  schwerer  Anamie  :  Arch,  fiir  Gj-n., 
xxxiv.  Finard  and  Vdrniei — Etudes  d'anatomie  obstetricale  :  Paris,  1892.  Rigby 
— Essay  on  Uterine  Htemorrhage :  London,  1842.  Bunge — Mittheilungen  aus  der 
Gottinger  Fraiienklinik :  Placenta  praevia  totalis;  Arch,  fiir  Gynak.,  xli.  Gives 
some  valuable  drawings.  The  arterial  blood  supply  to  the  lower  uterine  segment  is 
injected.  The  direct  vessels  are  a  little  more  marked  than  in  Hofmeier's  prepara- 
tions, but  not  more  than  in  ordinary  i)regnancy.  Schroedei — Lehrbuch  der  Geburt- 
sliiilf e  :  Zehnte  Auflage.  (Edited  by  Olshausen  and  Veit. )  Bonn,  Cohn,  1888. 
Spiegelberg — Lehrbuch  der  Geburtshiilfe.  Turner,  Sir  Wni. — Lectures  on  the 
Comparative  Anatomy  of  the  Placenta:  Edin.  A.  &  C.  Black,  1876.  Veit.  J. — 
Placenta  prsevia  in  Miiller's  Handbuch  :  {v.  paragraph  46,  p.  81,  Bd.  ii.)  Stuttgart, 
1889.  Waldeyei — Bemei-kungen  iiber  den  Bau  der  Menschen  und  Affeu  Placenta : 
Arch,  fiir  Micros.  Anat.  xxxv.  Waldeyei — Ueber  der  Placentarkreislauf  des 
Menschen :  Sitzungsbericlit  der  Konigl.  Preuss.  Akad.  der  Wissensch,  1887,  I.  S. 
83.  Winter — Zwei  Medianschnitte  durch  Gebarende.  Berlin,  Fischer,  1889.  This 
atlas  gives  a  valuable  section  of  a  uterus  with  lateral  placenta  prcevia. 
The  question  of  statistics  is  too  wide  to  be  considered  here.    Information  can  be  olitained 

in  the  works  of  Trask,  L.  Miiller,  Auvard,  Hofmeier,  Behm.    Miiller  gives  64  per  cent. 

as  infantile  mortality  :  1  in  4  as  maternal.    Recent  statistics  give  maternal  mortality  as 

about  8  per  cent. 

Chapter  XV. 

Hofmeier  and  Benckiser  — •  Beitriige  zur  Anatomic  des  schwangeren  und  ki-elssenden 
Uterus  :  Stuttgart,  Enke. 

CH.-iPTEK  XVIL 

Cft»ip6eM— Memoir  on  Extrauterine  Gestation  :  Edin.,  A.  &  C.  Black,  1840.  This  is  an 
excellent  critical  treatise.  Chiene — Contributions  to  Surgical  and  General  Patho- 
logy :  Edin.,  E.  &  S.  Livingstone,  1870.    From  a  consideration  of  four  cases  of 
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obliterated  aorta,  Cliiene  conoliules  that  anastomosis  can  be  satisfactorily  carried  on 
by  what  Sir  W.  Turner  has  described  as  the  sub-  or  extra-peritoneal  system  of 
arteries  (r.  Turner,  Sir  "SVm.).  Dezeimcrh — Jour,  des  Connaiss.  Med.  Chir.,  Jan. 
1837.  We  have,  unfortunately,  not  had  access  to  Dezeimeris'  memoir.  The 
references  to  it  made  by  Campbell,  "Werth,  and  especially  Tait,  enable  us  to  gather 
the  scope  of  his  paper,  however.  Dezeimeris  drew  attention  especially  to  the 
" 8ubi)eritoneo-pelvio  form,"  and  our  preparations  confirm  his  statements  fully.  His 
views  on  this  point  have,  however,  received  scant  attention,  are  denied  by  Campbell, 
and  ignored  by  all  English  authors  with  the  exception  of  Parry  and  Tait.  For  this 
Dezeimeris  is  partly  to  blame,  as  his  minute  classification  of  the  varieties  of  extra- 
uterine gestation  laid  him  open  to  criticism.  Frdnkel — Diagnose  und  operative 
Behandlung  der  Extrauteriuschwangerschaft.  Volkmann's  Sammlung,  No.  CO, 
Friinkel  here  records  a  case  where  the  gestation  developed  in  the  left  Fallopian  tube 
and  broad  ligament  (  v.  Fig.  7,  Plate  III.)  Schuchardt—Virch.  Arch.,  Bd.  89,  S. 
133.  P«rrv/— Extrauterine  Pregnancy  :  Lewis.  London,  1876.  This  is  by  far  tlie 
best  systematic  treatise  in  any  language. 

Chapter  XX. 

Tait,  ia?/;so7i— Diseases  ot  Women  :  vol.  i.,  Richardson  &  Co.,  Leicester,  1889  {vide  also 
Ectopic  Gestation)  :  Lond.  Obst.  Trans.,  xxix.,  p.  504.  -  Herman,  G.  Ernest— 
Lond.  Obst.  Trans.,  xxix.,  p.  506.  Thornton,  J.  K.—Lond.  Obst.  Trans.,  p.  85. 
See  also  Brit.  Gyn.  Jour.,  vol.  iv.,  p.  37.  *  Hart  and Barhour—M.a.n\i&\  of  Gyneco- 
logy :  first  edition,  p.  271.  Barbour  does  not  speak  of  this  growth  in  his  original 
paper,  Edin.  Med.  and  Edin.  Obst.  Trans.,  1882.  ^Sutton,  J.  ^Zawi  —  Surgical 
Diseases  of  the  Ovaries  and  Fallopian  Tubes  :  Castell  &  Co.  London,  1891.  «  Hart 
arul  Carter— min.  Med.  Jour.,  October,  1887.  '  Hart,  D.  ^cjt?/— Displacement  of 
the  Placenta  in  Extrauterine  Gestation  and  its  Relation  to  those  Cases  ending  in 
Pelvic  Abscess  :  Edin.  Med.  Jour.,  October,  1889  and  1891. 

Chapter  XXII. 

Balfour,  G.  TF.— Diseases  of  the  Heart ;  Second  edition,  London,  1882,  Broadbent— 
Mitral  Stenosis  :  Internat.  Jour.  Med.  Sc.,  1886.  Hart,  D.  5. —Mitral  Stenosis 
and  the  Third  Stage  of  Labour  :  Edin.  Med.  Jour.,  Feb.  1888. 

'  Chapter  XXIV. 

Barbour,  A.  H.  i?'.— Sectional  Anatomy  of  Labour:  Edin.  Med.  Jour.,  1887. 
Labour :  a  Criticism  of  Papers  by  Cohn,  Champneys,  and  Hart :  Edin.  Med.' 
Jour.,  1888.  Hart,  D.  B.—A  Contribution  of  the  Anatomy  of  the  Post-Partum 
Uterus,  with  special  reference  to  Placenta  Prsevia : "  Edin.  Med.  Jour.,  1887 
Note  on  the  Mechanism  of  the  Separation  of  the  Placenta  during  the  Third  Stage 
of  Labour :  Ibid, 
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